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Hercules Heating Systems 

Hercules Boilers, Radiators and Warm Air Furnaces 

The Finishing Touch of 
Comfort to the Home 

O UR EXPERIENCE in the development, perfection and distribution 
of our Hercules Steam, Hot Water and Warm Air Heating Systems 
extends over a period of more than thirty years. 

From a small beginning, our heating department has shown steady growth 

after year, until our annual sales of modern 
Steam, Hot Water and Warm Air Heating 
systems now figure well up into the thou- 
sands. We have proved to many thou- 
san ds of our customers: 

That our Hercules Heating Systems 
are easy to install. That they fulfill 
every claim we make for them. 

That the broad guarantee under which 



year 



they are sold and our liberal merchan- 
dising policy are a reliable assurance 
of satisfaction. 

Among our millions of customers 
we know there are still thousands who 
are depending upon old time heating 
methods and are not enjoying the com- 
fort and convenience of modern heat- 
ing systems in their homes. 

We are confident that if these thou- 
sands of our customers could fully real- 
ize what it means to the comfort, health 
and happiness of the entire family to have 
this modern improvement in the home, how 
easy to install, and how moderate our prices 
and the excellent quality of our material, there 
are few indeed who would not now be enjoying 
this real home comfort. 
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Easily Installed in Any Building, Old or New 



Any of our complete Steam, Hot Water or Warm Air 
Heating Systems can be installed in any building, old or 
new. It is not at all necessary that the pipes leading to 
the second floor radiators should be concealed in the 
partition walls. If your building is already built we can 
so design your heating system when laying out the plans 
that these pipes can be carried up in. the corners of the 
rooms. 

If you install a hot water heating system, each radiator 
will require two pipes, one the flow pipe and the other the 
return pipe. These two pipes can be carried up to the 
second floor close together in some inconspicuous corner, 
and they can be nicely bronzed so that they will not 
detract from the appearance of the room in the least. 

Our engineers when designing your system will keep 
these points fully in mind, and the second floor radiators 
will be so placed that these pipes will come in the most 
inconspicuous places. 

On a steam heating plant each radiator requires only 
one single pipe connection, which makes it all the more 
simple. 

If your building is in the course of construction, we 
will, of course, plan your system, if you wish, so that the 
pipes will be concealed within the partition walls. 

When you write for our estimate be sure to tell us 
whether your building is already completed or just being 
built; if it is in the course of construction, state if you 
would prefer to have the pipes concealed in the walls. 

Four Practical Heating Methods 

There are four principal types of heating systems in 
common, practical use. The Hot Water Heating System, 
the Steam Heating System, the Warm Air Heating Sys- 
tem and the Pipeless Furnace. The pipeless furnace 
works on the warm air principle and, of course, might be 
classed as a Warm Air Heating System, but it is of such 
simple and distinctive design that we believe it should 
be classified separately. 

Aside from these four main types of heating systems, 
there are innumerable special systems on the market for 

which very strong 
claims are made, such 
vacuum systems, 
vapor systems, 
modulation sys- 
tems, etc. The 
advantages 
i claimed for these 
I systems, in o u r 
opinion, do n o t 

Showing how Branch Connections aye lUStify the in- 
taken from the main pipes on all our heating J J _ 

systems with close nipples and 45° elbows. creased COSt. 



as 



Their disadvantages are very great, due to added compli- 
cations, special delicately balanced valves, etc., and the 
complexity of pipes and special devices which they 
require. It usually requires an expert to install and to 
operate them properly, and it is difficult to keep them 
working efficiently after they are installed. 

From a practical standpoint the disadvantages of these 
special types of heating systems far outweigh 
their advantages. 

We have found, after our long experience, 
that for the ordinary residence the hot water 
heating system with a 
good relief valve to 

carry a little extra . 

pressure on the water, 
the simple single pipeg^ 
system of steam heat- 
ing, the simple warm FUng© 

air heating system, or Unions a r © 

the pipeless furnace are mli°n d p'i 

the most practical and where they 

r connect .to 

satisfactory systems to the boiler on 

. . 11 * * all our steam 

install- and hot water 

heating sys- 
terns. «il 
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Part of the Plans Furnished With a Steam Heating Plant. 
(Very Much Reduced in Size.) 
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Which System Will I Install? 

In the following pages we describe the working 
principle of each of these four practical types of heating 
systems, any of which we can furnish you. Any heating 
system we sell you is guaranteed to give satisfactory 
service. 

A Hot Water Heating System has many decided 
advantages over other heating systems, but, of course, it 
costs more. It is economical in fuel, simple and easy to 
operate. It is without a doubt the most generally satisfac- 
tory system for home heating. 

A Steam Heating Plant is most sensitive and gives a 
quicker response to firing, but it also cools off more 
quickly and is not quite as economical in fuel as hot 
water. A steam heating system costs less than hot water. 

A Warm Air Heating System costs less than either 
steam or hot water. It has the advantage of giving you 
more space in your rooms, as you do not have to make 
room for radiators. It is not quite as dependable as a 
steam or hot water heating plant, however, when far off 
rooms are to be heated. 



The Pipeless Furnace is least expensive of all heating 
systems. It gives almost instantaneous response to firing; it is 
efficient and economical in fuel. Of course, you cannot get the 
absolutely even distribu- 
tion of heating with it ( ^ 

that you can with any 
of the other 
types, b u t i t 
has proved so 
generally sat- 
isfactory that 
it h a s sprung 
into almost 
universal popu 
larity in the last 
few years. Re- 
member, any heat- 
ing system we fur- 
nish you is backed 
by our strong guar- 
antee. 

Plans and Instructions Sent With Your Order. 

Let Us Send You an Estimate. 

We have enclosed with this catalog one of our special heating system 
information blanks. Fill it out carefully and return to us. Let us send 
you an estimate on a complete modern heating system. This will place 
you under no obligation to us whatever. We will gladly send you an 
estimate on whatever type of heating system you wish to install. Our 
prices are remarkably low. 
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The Hercules Pipeless 
Furnace 



Our Hercules Pipeless Furnace works on the same principle 
as our Warm Air Pipe Furnace illustrated on the opposite page, 
except that all the warm air pipe connections and small regis- 
ters are eliminated. The entire volume of heat is delivered from 
the furnace through one large register placed directly over it, 
and the cold air is taken in through this same register, at 
T1 outer edges. Warm air raises rZHUZ^ZI 
IM through the center of the register. 

There are two chambers within 

NtS 1 " ' ' '' '" the f urnace casing, formed by the ZZI^ZHZI 
inner steel casing and canopy, which ======== 

extend down to within about 18 
inches of the floor. The cold air en- m 

ters around the outer edges of the 
^ ar & e register and drops down j a , ydw| - i - 
BMwMBBI through the outer or cold air cham- BB pl^ | |5SE 
ber. It then turns up into the inner 
warm air chamber where it becomes •*"—"**""* 
heated, passing over the hot surface 

of the furnace, and is discharged into the 
rooms above through the central part of 
the large register. 

——————— 

> ■ ■■■-- » No Heat Lost in Basement. „ .== 

\ Just observe that this furnace provides its 
own heat insulation. It is entirely encased 
in a jacket of cold air, which is in constant " 
circulation and which absorbs every unit of 

^ heat which might otherwise escape through V i\ Vnl 

\ the furnace casing, and it carries this heat 

. . ~~ right back into the heating chamber and up 1 1 

Ik into your living rooms upstairs. That is 11 It j r 

I | \ why you get the full benefit out of every felly 

1 V r shovelful of coal you put into this furnace. JL^Ib 

JJ ' There is no heat wasted. The warm air ris* jm! 

lV ft ft ing out of the large register above circu- Mi 

MLJJL lates to all parts of the building, delivering ffH 

~ ^ \ heat to every room in the house. f||j . 

, Jiyil The heating efficiency in this type of pipe- lj/1 C \ 

less furnace is greater than that in any K 

•oH 1 / |//j 1 other type of heating system now in use. \( 

n z£ffn< j The heating results obtained from this fur- ' 

\ 111 limUJJ nace are almost a revelation. It keeps the \V 
V-Jjl y / entire house warm and comfortable with a \ irr^ : 

\\ surprisingly small amount of fuel. 
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Pamper Chains 



By placing our 
combination floor 
and ceiling regis- 
ters, as listed on 
page 22 of this 
catalog, in the 
ceiling of the first 
floor rooms, the 
bedrooms, bath- 
room, etc., on the 
second floor will 
always be nice and 
warm. 



Hot Water Circulation Pipes 
From Coil in Furnace to Range 
Boiler in Kitchen Upstairs 



. i r 

jam w M p ca» pears [£ 



See pages 14 and 15 for 
Complete Description 
and Prices. 
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■- HERCULES * 

WARM AIR PIPE FURNACE 



The illustration on this page shows clearly the principle on which our Hercules 
Warm Air Pipe Heating System works. The furnace proper consists of an effi- 
ciently designed heater enclosed in a sheet iron casing. The cold air is taken 
in at the bottom of this casing, and in passing over the hot surface of the fur- 
nace, it becomes much lighter than the colder air coming down through the cold 
air duct from the floor above, and this heavier cold air naturally forces the 
warm air up through the warm air pipes, which connect with the registers in 
the various rooms. 

The pipes leading to the registers on the second floor are oblong in shape 1 
1 and are placed within the partition walls. These pipes are called wall stacks. J 
I An adjustable joint is furnished for each wall stack so that you can adjust I 
I each wall stack to the exact length required. This simplifies the installa- f| 
ft tion very much and it is a special feature of our Hercules Warm Air I' 
1 Heating Systems. The pipes leading from the furnace in the basement f 
ft are round tin pipes and are connected with adjustable elbows which I 
V 1 can be set to any angle. I / 

\ft In the matter of better ventilation, in simplicity of installation and f/, 
1 jl operation and low cost, the warm air furnace has many decided I 1 
l/l advantages. I J 

V ft Our Hercules Warm Air Pipe Furnaces, illustrated and described I L 
i ft on pages 16 and 17, are of high quality, efficiently designed and I Jb 

ft well made in every way. K/M 

\]l You Get Quick Results fir 

V\ From Firing I) 

\\ft One of the greatest advantages of a warm air furnace, aside l/l 

\ ]ft from the matter of better ventilation, is the almost instan- II / 

1/1 taneous results which it gives when the fire is started. li fe*? 

U ft There is, of course, no great volume of water to be heated I ^ 

up and you get heating results in your rooms almost im- I 

This is a decided l/L 



ADJUSTABLE JOINT 
^FURNISHED FOR EACH 
fo, " WALL PIPE 



ADJUSTABLE JOINT 
FURNISHED FOR EACH 
WALL PIPE 



mediately after you throw in the coal. 

advantage, especially when it is desired to get heat up 



quickly in the morning, or to provide or a sudden drop 
in temperature. 

Another advantage lies in the fact that there are no 
radiators to take up wall space in your rooms. You, 
therefore, have more room for the piano, chairs, beds 
or other furniture. 

Efficient, Durable, 
Economical 

Our Hercules Furnace, being made of cast iron 
i throughout and having a heavy cast iron radiator, 1 
L has the advantage, of course, of great durability, J 

I and with a reasonable amount of care this furnace I 

ft will last as long as any building in which it is I 
ft placed. I 

A Where a furnace is subjected to hard service, L; 
^ as in real cold climates, and hard or soft “ 

^ coal or coke is used exclusively for fuel, ^ 

this furnace is especially recommended. /L— 



WALL 

PIPE 



WALL 

PIPE 






ft v This illustration shows 

* ' ^ n two galvanized cold air 

ducts, through which cold air is taken from upstairs and sup- 
plied to the furnace. These ducts are sometimes built of 
lumber, but we do not recommend it, as lumber dries out and 
allows air to seep in, interfering with proper circulation. 



' All our Warm Air Furnaces are tapped for a water coil. 
By connecting a coil with a range boiler as illustrated, you 
can heat water for domestic use at practically no extra expense 
for fuel. Hot water coils are listed on page 22. 
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Correct Engineering Principles 

The illustrations on these pages show clearly how our Hercules Steam Heating 
System works. 

To start the system, the water feed cock is opened and the boiler is filled to a 
point where the water shows about one-half way up in the gauge glass. The feed cock 
is then closed and the fire is started. 

On each radiator and at the return end of the main pipe a small valve should be 
placed. This is known as an automatic air valve. It is so devised that it permits the 
escape of air from the system, but an expansible member closes the valve tight as soon 
as the hot steam strikes it. 

The automatic air valves should be placed on the last section of the radiator and about 
midway between top and bottom, where a special tapping will be found in the radiator section 
for attaching the air valve. Never place the air valve at the top of the radiator on a steam 
heating plant. 

When the water starts to boil, the steam which is generated creates a pressure, of course, 
and this steam rises up into the main pipe, forcing the air ahead of it, and the automatic air 
valves being cold and open, the air escapes at the radiators. As soon as the steam has filled 
the system to such an extent that all the air has been driven out through the air valves and 
the hot steam strikes these valves, they close immediately. Of course, the steam condenses 
back to water when it strikes the cooling surface of the radiators, and if the above illustration 
is studied carefully it will be observed that the pipes are pitched in such a way that this water 
flows back to the main pipe and continues its course around back to the boiler, where it is 
boiled over again into steam, and this same process is repeated over and over. There is no 
water wasted except what little escapes by evaporation in the form of steam through the air 
valves before they close tight. 
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Main Pipe Is Not Reduced in Size Until All Radiator 
Connections Are Taken Off 

The basic principles embodied in the piping system illustrated above are carried out in all of our 
Hercules Steam Heating Systems. 

We call your particular attention to the fact that in this system the water in the large main 
pipe travels in the same direction as the steam. 

The large main is carried around the basement full size until the last radiator connection has been 
taken off, and the smaller sized water return pipe, which carries the water of condensation back to 
the boiler, is connected to the large main pipe with an eccentric reducer, so that complete drainage is 
assured. The result of all this is a smooth working system, free from noise and water hammering 
and perfect circulation to all the radiators. 

We feel confident that the great success of our Hercules Heating Systems is largely due to the 
close attention given to detail and the thoroughness with which they are designed. Every detail is 
carefully planned to insure a perfect and smooth working system. 

City Water Not Necessary 

You do not necessarily have to have city water pressure, or a water supply system of any kind, 
to enjoy the benefits of either our Hercules Steam or Hot Water Heating Systems. 

You can very easily feed water to the boiler by letting the steam pressure go down for a few 
minutes, and by unscrewing the brass safety valve you can add water with an ordinary bucket and y 
funnel. A little water added once or twice a week is all that is required. 
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Round Boiler Furnished if You Wish 

Illustration of our Hercules Hot Water Heating 
System on this and the opposite page and the illustra- 
tion of our Hercules Steam Heating System on pages 
6 and 7 show our Hercules Square Type Boilers. If 
you prefer a round boiler to a square, we can furnish 
our Hercules Round Type Boiler which we will guar- 
antee to be equally satisfactory. 

Full description, illustrations and prices of our Her- 
cules Round Type and Square Type Boilers will be 
found on pages 24 and 25. When writing for our esti- 
mate be sure to state whether round or square type 
boiler is preferred. 
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Hot Water Circulates to Every Radiator 

When the fire is started, the water in the boiler becomes heated. Hot water is 
lighter than cold water and, of course, immediately goes up to the top of the boiler and 
continues its course upward and out through the main pipes until it reaches the radi- 
ators, where it gives off its heat, and when it cools off it gets heavy again and drops 
down to the bottom of the radiator, and goes out the opposite end of the radiator 
through the return pipe, continuing its course back down to the boiler, where it is 
heated again and rises back to the radiators. This process goes on continuously as 
long as there is any fire burning in the boiler. The water, it will be observed, simply 
serves as a heat carrier. It absorbs heat from the fire, carries it to the radiators, and 
as soon as it has delivered its heat, it immediately starts back to the boiler for more, 
repeating the process over and over. 

It will be noticed that there is no water wasted. The same water is used over and over, and the only 
possible loss is the slight amount which escapes through the Relief Valve when the water becomes over- 
heated. After the system is once filled, you will only need to add a few bucketfuls in the course of an 
v entire season. > 
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Any Handy Man Can 
Easily Install Any of Our 
Heating Systems by Fol- 
lowing Our Simple Plans 
and Instructions. 



Hercules Systems 

Si X 



After the main pipes are in position, you can 
extend the branch pipes for the radiators. These 
should be cut to the correct length and threaded 
so that the elbow will turn up exactly under the 
hole which you have bored through the floor to 
connect with the radiator above. Branch pipes 
leading to radiators should pitch downward to- 
ward mains about 1 inch in 10 feet. 



Install Your Own Heat- 
ing System and 
Save Money 

The great majority of our customers install 
their own heating systems. It is not nearly as 
difficult as most people imagine. It is really sur- 
prising how simple and easy the work becomes 
after the job is started. “Irresistibly interest- 
ing” is the way one customer put it when tell- 
ing us about his experience in installing his own 
heating system. It amounts to nothing more 
than a little substantial exercise, and after the 
job is finished you will feel the better for it. 
One man and a boy can easily install any of our 
Hercules Heating Systems in a surprisingly short 
time. The big saving you can make well war- 
rants your looking after the work yourself. 

Experience Not Necessary 

If you do not care to do the work, you should 
not have much difficulty in locating some handy 
man in your locality who is willing to do the 
work for you at a reasonable working wage. 

It does not require an experienced plumber or 
steamfitter by any means. Any man who can 
cut and thread ordinary iron pipe and who has 
i little mechanical ability can easily do this 
work by following our simple plans and instruc- 
tions. 



After the boiler is set up, the holes should 
be bored through the floor for the pipes lead- 
ing to radiators. Then when you are connect- 
ing the mains you can tell just exactly where 
to place the tees. Our plans and instructions 
explain clearly just where to place tees and 
how to connect all pipes. 



Bore the holes for the second floor radiators 
first. Then by dropping a plumb line you can 
tell just exactly where to bore through the first 
floor so that the upright pipes stand true and 
straight. Our plans indicate clearly the correct 
size and position for all upright pipes. 



To bore holes for first floor radiators tighten 
up the radiator valvev and the union elbow into 
the radiator. Place radiator in exact position 
wanted. Now mark exact center point under 
valve and elbow. Push radiator aside and bore 
through. By following this plan, the pipes will 
come up through floor exactly in right position 
to connect with radiator. 



Here is another big reason why our customers 
find it so easy to install our Hercules Steam and 
Hot Water Heating Systems. The large main 
pipes are all ready cut to fit and threaded to cor- 
respond with the working plans. All you have 
to do is to screw them together wdth a pifte 
wrench. 



By laying the body of the boiler across two 
boxes in the correct position, as illustrated 
above, a man and a boy can easily lift it up- 
right into position on the base. 
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Our Plans and 
Instructions Make It Easy 

Our plans are drawn up in a simple manner 
so that you can easily understand them. In 
addition to our blueprint plans furnished with 
each heating system we send you a complete 
heating instruction book, in which we start 
right at the beginning and carry you through 
the entire job. Everything is explained in de- 
tail with numerous actual photographs show- 
ing every stage of the work so that anyone, 
even without previous experience can easily 
understand just how all of the various parts 
are assembled. Our long experience has en- 
abled us to anticipate the possible difficulties 
and eliminate them. 

We have systematized the work so well and 
simplified our Hercules Heating Systems to 
such an extent that it is almost like putting 
up a stove. 



We Cut and, Thread 
the Large Pipes 

We cut and thread all the larger main pipes 
and all you have to do is screw them together 
as indicated on our plans. The only pipes you 
need to cut and thread are the small branch 
pipes and upright pipes leading to the radi- 
ators. 



Sufficient special radiator paint enamel of 
ivory or gray color, as you may prefer, is in- 
cluded with every complete Hercules Steam or 
Hot Water Heating System when mentioned 
in our specifications so that you can decorate 
all radiators and upright pipes exposed in 
your rooms. 



This illustrates the method of connecting 
range boiler with hot water coil as illustrated in 
our square type boiler. 

Illustrations on this and the opposite page are 
from our heating instruction books, showing how 
every step of an installation is clearly explained. 



It will really surprise you what a big saving 
vou will make in your fuel bill if you cover 
your boiler and all exposed pipes in your base- 
ment. The covering pays for itself in one or 
two seasons. We quote our heating systems 
with and without covering, but strongly rec- 
ommend that covering be used. The work is easy 
and so interesting that it is really a pleasure. 



Notice how the fire pots of all our furnaces 
are made in two parts. This allows separate 
expansion and contraction of the upper and 
lower parts and prevents cracking. They are 
connected by deep tongue and groove gas- 
tight cup joints. 



Simple as it is to install our Hercules Steam 
and Hot Water Heating Systems, it is even 
simpler to install our Pipe or Pipeless Warm 
Air Furnaces. It is really easier than assem- 
bling a stove, because the parts are lighter and 
easier handled. Our furnace castings are made 
from accurate patterns and the parts fit so 
nicely that it is a pleasure to assemble them. 



On all of our complete Hercules Warm Air 
Heating Systems we cut out the openings in the 
bonnet or top of the furnace for you, and we set 
in the collars ready to connect the pipes exactly 
according to our plans and instructions. 
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FOR PERMANENT SERVICE! 

In Hercules Steel Boiler Plate Furnaces the first cost is the final cost! Here is a heating 
unit that will endure the heaviest duties indefinitely, carrying on down through the years 
with the same great heating efficiency, and seldom if ever, needing repairs. Think of it! Your 
heating problem is solved for all time! . 

It is all in the way the Hercules is made ! When you know the Hercules construction you II 
see why it gives permanent service, why it is practically everlasting. Its specifications reveal 
quality such as few furnaces anywhere near its price have ever had before! Here, as every- 
where when dollars are involved, it pays to know the facts. Here they are: 

Points of Superiority That Mean Value! 

The Hercules is built up to a public service standard — never down to commercial competition! The ideal of 
its designers was a furnace that would not wear out, and one that would deliver the maximum heating power per 
pound of fuel. That meant imperishable materials — and the answer was steel, boiler plate steel, the kind that 
defies destruction. Consider these superior features: 

— Air mixing smoke consumer sprays preheated 
air over the fire bed, providing better combustion 



/ —Radiator is made of 12 -gauge copper fused 
steel and is unusually large, giving a correspond- 
ingly large heating capacity. 

2 — Smoke collar has 1%-inch lap joints and flanges, 
sealed with asbestos gaskets, 
o — Correctly rounded heavy steel head, 7-gauge 
blue annealed boiler plate steel. 

* — The welded and riveted seams are permanently 
^ smoke and gastight. 

— Large cast iron water pan, 3-gallon capacity, 
insures adequate humidity. 

/j — Fire pot is lined with a double row of protecting 
O fire brick of the same quality used to line hot 
blast and onen hearth furnaces in steel mills. 



and saving fuel. 

— Baffle plate in radiator insures a long fire travel 
and gives the Hercules still greater heating 
efficiency. 

— Grates are heavily built, revolving, basket type 
with triangular grate bars in center, suitable 
for any kind of fuel, hard or soft. 

The furnace bottom is riveted in, preventing ash 
dust from leaking into the casing. 

Deep ash pit provides large volume of air for 
combustion, and permits easy removal of ashes. 

The fronts are full cast iron, aluminized. 



/^HERCULES STEEL 



BETTER COMBUSTION MEANS 
LOWER FUEL CONSUMPTION 



The combustion chamber is large 
and correctly proportioned for great- 
est operating efficiency. Preheated 
air, sprayed over fire bed helps con- 
sume all the volatile gases in the 
smoke, turning into heat units 
what other furnaces often waste. 
This means more heat per pound 
of fuel, lower cost per hour of heating. 






ABSOLUTELY GAS 
AND SMOKE TIGHT 



Forever trouble-free in this re- I 
spect! There’s no crevice or cranny 
through which gas could escape, and I 
there never will be! Every seam is I 
generously lapped, cold riveted, and [ 
electric arc welded. Smoke, gases, I 
and fumes can never force a passage I 
through these seams. They’re per- [ 
manently sealed! 



Dry heat attacks health. Grown- 
ups, and especially children, need 
a certain amount of moisture in the 
air. The Hercules has a large size 
water pan, placed where the hejit 
evaporates from three to twelve gal- 
lons of water a day. The health of 
your entire family is carefully 
guarded from excessive dryness. 



BUILT LIKE A 
BATTLESHIP 



The non-porous 7-gauge Boiler 
Plate Steel body is sealed at the 
seams with 3 / 8 -inch rivets driven cold 
under 60,000 pounds pressure! Electric 
arc welding makes joints permanent, 
and air tight. Lap joints, 1% -inches 
wide. Furnace bottom is also riveted 
in. Large radiator is of 12-gauge 
copper-bearing steel. 



Use Our Consulting Service 

Our heating engineers will gladly plan a furnace instal- 
lation exactly suited to your particular needs. Send 
us a rough sketch showing arrangement and size of 
rooms, location of doors, windows, etc. We will promptly 
mail you our estimate for the complete system, ready to 
install. This service is absolutely free. 

EASY TO INSTALL 

Two men, or a man and a boy can easily install the 
Hercules Steel Furnace. We send instructions with every 
furnace sold, which makes everything clear and simple. You 
save still more by doing the job yourself! 



HUMIDITY IS 
NECESSARY TO HEALTH 



Dry heat attacks health. Grown- 
ups, and especially children, need 
a certain amount of moisture in the 
air. The Hercules has a large size 
water pan, placed where the hejit 
evaporates from three to twelve gal- 
lons of water a day. The health of 
your entire family is carefully 
guarded from excessive dryness. 
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matVH EALTH I ER Heat 



Warm Air Pipe Furnace 

The Hercules Steel Furnace housed in a Pipe Furnace 
casing is perhaps the ideal heating plant, everything con- 
sidered. The matchless quality, the almost incomparable 
durability which features the inner construction (see op- 
posite page) are here combined with all the advantages of 
the pipe system of heating homes. 

Whatever your heating requirements, whether your home is large or 
small, single or two-story, the Hercules is very able to serve you, and 
to serve you better than most I And don’t forget — you’ll never need to 
buy another heating plant once the Hercules is installed! All-time 
satisfaction is yours. 

The straight surfaces of the furnace assist circulation of air through 
the casing, and scientifically correct proportions insure maximum 
heating capacity. Casings are separated by a uniform 1-inch air space, 
giving perfect insulation, which prevents loss of heat into the basement. 
The square-inch pipe area ratings listed below are in accordance with 
the code of the National Warm Air Heating Association. 

The largest size pipe furnace, 42DM3951V3, listed below, is suitable 
for large homes, churches, schoolhouses and other buildings of more 
than average size. It has a large drum, 64 inches high, with a heavy 
duty radiator, 48 inches high and 20 V 2 inches wide. 

Hercules Steel Furnaces are ideal for use with oil burners. With 
deep combustion chambers, permanently smoke and gastight, they 
are exceptionally well adapted for oil heating. 

Prices quoted below include furnace complete with casing, check 
draft, poker, shaker handle, draft regulating dial with chain. Warm 
air pipe, registers, smoke pipe, etc., are not included. These furnaces 
take 9-inch smoke pipe, except No. 42DM395lV^, which takes 10-inch. 
For smoke pipe, etc., see page 22. 



EASY 

TERMS 



Prices of Hercules Steel Warm Air Pipe Furnaces 

Shipped by freight from CENTRAL OHIO, Not Prepaid. 



Catalog 

No. 



42DM3 

42DM3 

12DM3 

42DM3 

42DM3 



1201 



“Ml 



Diam. of 
Drum, 
Inches 


Diam. of 
Grate, 
Inches 


Capacity 
Pipe Area, 
Sq. Inches 


Diam. of 
Casing, 
Inches 


Height of 
Casing, 
Inches 


Shpg. 

Wt., 

Lbs. 


20 


17 


412 


43 


68 


1,040 


22 


19 


495 


46 


68 


1,150 


24 


21 


570 


48 


68 


1,260 


26 


23 


660 


51 


68 


1,325 


30 


27 


945 


55 


68 


1,480 


34 


31 


1,170 


61 


68 


1,600 


34 


31 


1,200 


72 


76 


2,100 



Cash 

Price 



.95 

:88 



224.50 



For Easy Payment Prices See Page 52 




We Do Not 
Pay Freight 





FREE 

ESTIMATES 



AS LOW AS 




909 


1 


teOOWN 


J 


n°o 


5 


If A 


1 


\/month 



Steel Pipeless Furnace 

Just the model for the average home! Exactly the same Hercules 
Steel Furnace shown on the opposite page, furnished in the Pipeless 
model. Especially right for compact homes, regular in shape, and with 
large openings between rooms. 

The Hercules flawless steel radiator delivers heat directly through 
the register. Quick heat is easy in this model. The room above the 
furnace gets the heat first — in a short time the whole house is com- 
fortable. And owners who were once stove users declare that they now 
save fuel and heat more rooms than before! These people — and there are 
hundreds of them — know that the Hercules Steel Pipeless Furnace 
will pay for itself within a few seasons in fuel savings. That’s worth 
knowing! You can get a time-defying furnace, far advanced in value, 
pay for it in cash or Easy Time Payments and expect it to pay for itself 
by its own economical operation! 

Casings are of 28-gauge selected galvanized metal, with 1-inch air 
space insulation. We furnish complete instructions for installing. 

Prices below include furnace complete with casings, floor register, 
shaker handle, poker, check draft and regulating dial with chain. 
Smoke pipe and smoke damper not included ; see page 22 for prices. 
Use 9-inch smoke pipe. Furnace is adapted for any height of 
basement from 6 to 8 feet, measured from floor to floor. 

Hercules heat is healthful heat! Your family doctor will tell you 
that dry heat is injurious to the skin and the delicate linings of the 
nose and throat, leading quickly to colds and other minor ills. The un- 
usually large cast iron water pan used on these furnaces insures a 
healthful percentage of moisture in the air. 

Steel furnaces are ideal for use with oil burners, owing to the deep 
combustion chambers and air-tight construction. 

Prices of Hercules Steel Pipeless Furnaces 

Shipped by freight from CENTRAL OHIO, Not Prepaid. 



Catalog 

No. 



42DM391 3^ 
42 DM39 3 5 '/ 
' 2 DM39 36 1 



Diam. 

of 

Drum, 

Inches 


Diam. 

of 

Grate, 

Inches 


Heating 

Cap., 

Cubic 

Feet 


Diam. 

Inner 

Casing, 

Inches 


Diam. 

Outer 

'Casing, 

Inches 


Shpg. 

Wt., 

Lbs. 


20 


17 


12,000 


40 


46 


1,215 


22 


19 


21.000 


42 


49 H 


1,325 


24 


21 


26,000 


44 


51 Yi 


1,425 


26 


23 


28,000 


47 


56 


1,500 


30 


27 


35,000 


53 


62 


1,700 



Cash 

Price 



* 111:8 
151 .50 
187.00 



FOR EASY PAYMENT PRICES SEE PAGE 52 
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15 ★ FEATURES 



WE SAVE 
YOU MONEY 



1 ★ — Largest ra- 
diator per rated size 
of any furnace made. 
This means fuel 
economy. 



2 ★ — Radiator de- 
signed to direct air 
over feed section- 
increases heating ef- 
ficiency. 



3* — Double gal- 
vanized inner casing 
with 1 -inch air space. 



4 ★ — Large com- 
bustion chamber ex- 
tends thru front. No 
cement Joint. 



5 ★ — Two-piece 
flrepot. Weighs 
25% to 60% more 
than other fur- 
naces. 



6* — Extra deep 
ashpit protects 
grates from burning 
out. 



7 ★ — Base in one 
piece. Easier to 
erect. Dustproof. 



8 ★ — The h e avjr 
cast iron register, 
oxidized copper fin- 
ish, will never warp. 



9 ★ — Substantial 
galvanized casings 
made from first qual- 
ity sheets. Inner 
casing has extra gal- 
vanized lining and 
air space to prevent 
heat going through 
to return air cham- 
ber. Goes together 
in sections with 
dustproof joints. 
Positive protection 
against dust in your 
rooms. 



1 o ★ — Upper front 
slips into place. No 
cementing, removing 
forever, any gas or 
dust leakage. An ex- 
clusive feature. 



1 1 ★ — Clean-out 
and cap— outside heat 
chamber. You can 
clean the Hercules 
furnace easily and 
with no chance of 
soot or dirt falling 
into the warm air 
chamber. 



12 ★—Large feed 
door will take wood 
or coal. Ground 
edges on door and 
feed section insure 
perfect fitting. Coil 
openings for domes- 
tic hot water supply. 



1 3 ★ — The exclu- 
sive Hercules smoke 
consumer eliminates 
black smoke even 
with cheap soft coal. 
Prevents soot deposit 
in the radiator or 
smoke pipe. Means 
lower fuel bills. 



1 4 ★ — Keep your 
air moist with this 
water container. Ex- 
tra large capacity* 
More moisture with 
less attention. Easier 
to care for. Keeps 
your rooms comfort- 
able with less fuel. 



1 5 * — Ashpit doct 
opens full. Easy re- 
moval of ashes. 
Draft door at bottom 
to get proper distri- 
bution of air. Doors 
and frame are ground 
to fit perfectly. 



1 



PAYMENTS AS LOW AS 

oo $£oo 




DOWN 




A MONTH 
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the only PIPELESS FURNACE 

with all these advantages/” 

^^PiATORT 



You’ve always wanted a furnace — now, haven’t you ? Perhaps 
you had decided it was a ‘later on’ proposition. It isn’t!! Per- 
haps you thought you couldn’t afford one. You can! Today, 
right now, a fine furnace is within your grasp. Today you can 
buy a Hercules weather-maker Furnace in just the model you 
need, at just the price you can afford, with the additional advan- 
tage of Easy Payments ! 

Big Fuel Savers 

Whether you buy a Hercules or not you’ll pay for it. One-time stove user* 
often tell us how they’ve cut their fuel bills after installing a Hercules. There's 
nothing unusual in that. The comparatively small amount of money which 
buys a Hercules would hardly begin to pay for its equal elsewhere! That is un- 
usual! It is of special interest to you to know that the Hercules is by long odds 
the choice in its quality range! You deserve the savings Hercules can bring 
you! You have a right to expect the utmost in quality for every dollar that 
you spend! And if you demand them, though you search the furnace market 
exhaustively — we’ll wager that you’ll choose the Hercules on its merit and 
money-saving price. And here’s why: 

Hercules Is Made to Heat 
Your Home 

The three prime essentials of all fine furnaces — abundant heat production, 
controlled heat, and fuel economy are all present in this superfine Hercules. 
It is built to do one job — heat your home — and to do that easily, thriftily and 
healthily. And it will! Designed by heating engineers of the highest rating, 
built by workmen without superiors in their craft, made in a great modern 
factory by up to the minute manufacturing methods, and backed by the World’s 
Largest Store — no wonder the Hercules lives up to a high quality standard! 
It is our firm conviction that no furnace sold elsewhere for anywhere near its 
price can equal the Hercules for genuine heating efficiency and dependable 
service. 

Check These Quality Features ! 

Hercules Furnaces are made of only the finest materials and according to 
the most approved engineering principles. They are airproof, fumeproof and 
dustproof. Fire pot is made in two parts to prevent cracking. Deep grooved 
joints fit perfectly and are cemented to make them leakproof. Double galvanized 
inner casing with 1-inch air space insulation prevents loss of heat. Casings are 
full size, with adjustable screw drawbands which simplify the assembling of 
furnace. All doors and working parts are machine ground to a perfect fit. Re- 
movable cleanout cap above fire door for readily cleaning the radiator. Easily 
assembled and installed by following our completely illustrated instruction 
booklet. Burns hard coal, soft coal, wood or coke. Be sure to read the features 
described in the right hand column. 

Speaking About Weight — 

The distribution or placement of the weight in a warm air furnace is of'great 
importance. Heavy doors — fronts — bottoms — ash-pits, etc., build up a high 
total but do not mean anything, since they are not subjected to any strain 
where weight would be of material benefit. But the weight of the fundamental 
castings, namely, the grate bars, fi repots, feed sections, and radiators are of 
the utmost importance. Here weight is a definite advantage in length of service. 
Few furnaces, comparing size with size, can equal the Hercules in the weights 
of essential castings. In fact the Hercules is far heavier where weight counts 
than even vastly more expensive furnaces sold elsewhere! That’s why the Her- 
cules can outdo these so-called better furnaces in season after season of actual 
service, and outlast them, too. Here are the weights of the essential parts of a 
Hercules furnace with 22-inch fire pot, which is an average residence size. Try 
to match them elsewhere! 

Triangular Grates 91 pounds 

Lower Fire Pot 60 pounds 

Upper Fire Pot 78 pounds 

Feed Section 152 pounds 

Radiator 284 pounds 

Total Weight of Vital Parts 665 pounds 

Total Weight of Complete Furnace 1400 pounds 

Size of Furnace to Order ! 

In the table below we show the size house (number of rooms) each size furnace will 
comfortably heat. If you live in a very cold climate, or if you have exceptionally large 
rooms or your house is unusually hard to heat, we would recommend ordering a furnace 
one size larger. If you prefer, we will estimate the size furnace you require for your 
building. This service is absolutely free. Wnte for our Special Heating Information 
Blank. 

LOOK AT THESE PR ICES I 

NOW! $50 to $75 Savings Guaranteed! 

Prices are for furnace complete, with floor register, casing, shaker handle, poker, 
check draft, damper regulating dial with chain and pulleys, and cement, hurnace is 
adapted for basements 6 to 8 feet in height. Extensions for higher basements furnished 
at extra charge. Smoke pipe or smoke damper not included in pncea, .See page 22 
for prices Slfipped from factory in CENTRAL NEW YORK or EASTERN OHIO. 

No * Prepait !* . r — II— nr: Rl.nlc Fnrlni.il. 
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Will 
Heat, 
No. of 
Rooms 


Cash 

Price 


Time 

Pay- 

ment 

Price 


Terms 


Diam. 

Fire 

Pot, 


f Takes] 
Smoke 
Pipe. 


Diam. of 
Outer 
Casing, 


s ^; 

T ha 1 


* INO. 


Down 


Month 


Inches 


Inches 


Inches 


ivDS* 


42 DM 3899 'A 
42DM3900 '/a 
42DM3901 A 
42DM3902 l A 
42DM3903M, 


4 to 5 

5 to 6 

6 to 7 

7 to 8 

8 to 10 


$ 58.75 

73.50 

86.50 
102.25 
115.00 


$ 64.25 
81.00 
95.00 
113.25 
126.00 


$ 6.00 
8.00 
9.00 
12.00 
12.00 


$ 6.00 
8.00 
9.00 
10.00 
10.00 


18 

20 

22 

24 

26 


8 

8 

8 

8 

9 


42 

46 

50 

54 

60 


1,050 

1,240 

1,400 

1,600 

1,950 



lO^IS 



WHERE size and weight count the 
»» most ! The radiator on the 18-inch 
Hercules is larger and heavier than is usu- 
ally found on 20-inch furnaces sold else- 
3 where ! Heating engineers agree that this 
| feature alone greatly increases Hercules 
7 heating capacity. No furnace made can 
compare with the Hercules in this respect ! 



A FUEL saver par excellence ! Takes all 
**■ the heat from the fuel — consumes the 
combustiblegases in smoke whichof ten es- 
cape unburnt from furnaces not equipped 
with our Hot Blast smoke consumer. 
It turns black smoke into heat units. An 
exclusive economy feature found only on 
furnaces costing much more elsewhere t 



PIECE 



g|RE pots 



H ERE again, weight counts — and the 
Hercules firepot is from 25 to 60% 
heavier than those on furnaces costing 
twice as much ! Two-piece firepot. Costs 
more to make than a one-piece firepot, 
but guards against cracking due to tem- 
perature changes which cause contrac- 
tion and expansion. This is an important 
feature, and will save you money in the 
long run. 






r.RA.TEBARS 



AN IMPORTANT Hercules feature! 

Grate bars are 50% heavier than 
others specify on furnaces of correspond- 
ing size. Think what that means in serv- 
ice ! These grates will last one-half again 
as long as those on ordinary furnaces. 

The long shaker handle puts a stop to 
tiresome stooping. 









T'XTRA LARGE. Keeps the air In your 
" home moist and comfortable. Holds 
* 2Vz gallons of water, is easily filled and easy 
to keep clean. Nothing except an auto- 
matic humidifier can compare with it. 
Doctors emphasize the need of moisture 
in the air. The Hercules, always up to 
date, helps stave off winter colds. 



£cHI 






XrV-^< 



T^OTICE the draw bands on the Hercules 
outside casings. The simplest of all to 
put together, and the easiest of all to take 
apart. This is a very convenient feature. If 
you want to clean inside your furnace or 
secure anything dropped through the grat- 
ing, just take a screw driver, remove the 
lower outside half without disturbing any- 
thing else. 



SEARS, ROEBUCK AND CO. 



PS78 



HOME OWNERS! 




F m CASH 
l M AND UP, 

FURNACE jV 

^only^zL 



mmm 



Heavy Cast Iron Radiator 

The heart of the Hercules and the seat of Its 
great heating capacity. Larger and heavier than 
those on any other furnace of its price and size! 

Large Combustion Chamber 

Correctly proportioned to the grate area. Effects 
the proper mixing of the air with the gases from 
the fuel, and brings efficient combustion. 

(Improved Fuel Saver 

No more black smoke or wasted fuel! Air is ad- 
mitted through the newly developed Hot Blast 
Door, heated in the by-passes, and sprayed over 
the fire bed. Volatile gases are consumed and 
converted into heat units. You get complete 
combustion in the Hercules — and cut your fuel 
bill! 

Uniform One Inch Air Space 
Between Casings 

This is a perfect insulation, locking heat in, and 
preventing its loss into the basement. The heat 
goes where you need it! Double galvanized 
Casings. 

Two-piece Fire Pot 

Greater durability. Equalizes expansion, guard- 
ing against the cracking or bulging to which one- 
piece fire pots are subject. Deep grooved leak- 
proof joints filled with our special furnace cement 
which expands and contracts with the metal, 
and seals the two castings as tightly as if they 
were one piece. 

Revolving Grates 

Extra heavy grate bars — triangular, clinker- 
breaking type. Admit right amount of air into 
fire box. Adaptable — use with any kind of fuel. 

Long Shaker Handle 

Waist high! By rocking, easily shakes down 
ashes. Eliminates stooping. 



LOW PRICES— EASY TERMS! 

In the table below we show the size house (number of rooms) each size furnace will comfortably heat. If you live in 
a very cold climate, or if you have exceptionally large rooms or your house is unusually hard to heat, we recommend ordering 

t,. T £ ^ ____ ...1 1 1 4 U a rn /111 1 r a/ 4 irmir r\o rt i/'lllo r hllllninO r Till R Rf* f V 1 PP 



a furnace one size larger. If you prefer, we will estimate the size furnace required for your particular building. This service 

is free. Write for estimate and enclose sketch. Prices include furnace complete with galvanized top and casing. Top bonnet 
of furnace is shipped without holes for the warm air pipes, as these can be easily cut as required when furnace is being 



Warm air pipe, cold air pipe, registers, smoke pipe, smoke damper, etc., are not included. See opposite page 

for prices of complete Warm Air heating systems. Smoke pipe, dampers, etc. are listed on page 22. 

Shipped from Central New York or Eastern Ohio. Not Prepaid. 

When Ordering on Easy Payments, Use Time Payment Order Blank Enclosed. 
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Ship- 
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42DM3983Mj 


4 to 5 


$ 44.95 


$ 49.45 


S 5.00 


S 5.00 


18 


8 


36 


62 X 


925 


42 DM3 984 


5 to 6 


55.00 


60.50 


6.00 


6.00 


20 


8 


40 


62 X 


1000 


42DM3985 


6 to 7 


66.50 


73.00 


7.00 


7.00 


22 


8 


44 


63 


1160 


42DM3986!4 


7 to 8 


76.50 


84.00 


8.00 


8.00 


24 


8 


48 


6414 


1360 


42DM3987 


8 to 9 


88.25 


96.75 


9.00 


9.00 


26 


8 


52 


62 H 


1600 


42DM3988 !4 


9 ter 10 


106.75 


1 1 7.75 


1 2.00 


10.00 


28 


9 


52 


67 X 


1800 



Estimated 
Freight Charges 
on Furnace 
Shipments 

To get a fairly accurate idea of the freight 
charges on a furnace to your shipping point, 
the following table will aid you. The rates are 
for 100 pounds. For example: If you live 
within 250 miles of Central New York and 
select our furnace, *42DM3983H simply find 
the rate under the 250-mile heading below 
which is 58c per hundred pounds. Multiply 
the rate of 58c by the weight of the furnace 
which you will find in the table at the left is 
925 lbs. The freight charges therefore are 
approximately $5.37. 

Freight Rates Per 100 Pounds 

150 | 200 I 250 i 300 

Miles | Miles Miles I Miles 



49c 



55c 



58c 



67c 
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a Complete Warm Air 
Heating System for Only 




And $91.50 is ALL you pay! There’s nothing else to buy! One low price 
brings everything needed to install and operate the Hercules Pipe 
Furnace, including warm air pipes, registers, cold air ducts, all fittings, 
smoke pipe— EVERYTHING! Remember this— you can't equal 

this size Hercules COMPLETE Heating Plant elsewhere for less than $175.00! Do 
not confuse our complete price with prices others quote for the furnace only. 
If you wish the Hercules without the extras needed to install it, see prices on 
opposite page. Compare them with those quoted elsewhere. Then you will see how 
much you save here even before you include the extras. 

Hercules Heated Homes Number More Than 100,000 

You can seek nothing in furnace quality and furnace service that is not also sought 
and found by Hercules’ 100,000 owners! Their endorsement means that the Hercules 
has had its test in every type of home, pitted against every kind of weather; it means 
Hercules has behaved brilliantly under the most trying conditions — all of which goes 
to prove that Hercules’ performance is equal to any demand! Best of all, Hercules 
operates according to well known principles of health — circulating warm, clean, and 
properly humidified air throughout your home. In a word, Hercules has quality, 
built-in quality of a high order, which, at our spectacular low price, expresses the ex- 
treme in value. And this value can be traced to the seven fundamental features of 
Hercules construction. See opposite page. 

Select Your Own Warm Air Heating Plant 

By our new plan of 
selling complete warm 
air heating systems, 
you can easily find the 
exact Hercules to buy 
and therefore know at 
once the total cost of 
a heating plant for 
your home. The sketch 
at the left shows the 
floor plan of a house 22 
feet wide and 30 feet 
long. The ceiling is 9 
feet high. These di- 
mensions multiplied to- 
gether give you the 
volume of this house. 
For example: 22 

times 30 equals 660 square feet. This times 9 ft. — the ceiling height — equals 5940 cubic 
feet, the volume. In the table below we quote complete warm air heating plants on a 
basis of cubic contents. Note that a house having over 4500 cubic feet and less than 6000 
cubic feet requires a 20-inch Hercules — cash price for a one-story installation, $102.50. 
And you needn’t pay a cent more, here or elsewhere! The figures below are based on 
heating systems for one-story buildings. If you live in a two-story house, add the cubical 
contents of both floors to arrive at the correct size heating plant; then add $5.50 per 
second floor room for wall stacks and fittings. 

If you prefer, our engineering department will gladly estimate the heating capacity 
required for your building. Simply send us a floor plan giving the size of each room, the 
height of the ceiling, and the size and number of windows in each room. 

Designed for Greater Heating Efficiency 

Hercules has an extra large cast iron radiator, much larger than in most furnaces 
of the same size. Unusually heavy, two-piece fire pot. Extra heavy grate bars especially 
constructed to prevent warping. A fuel-saving air distributor sprays pre-heated air 
over fuel bed in proper proportion for most efficient combustion. Large combustion 
chamber, proportioned to grate area. Read the Seven Great Quality Features on 
opposite page. 

Included With Your Hercules Are the Following: 

1 . All black japan floor registers. 

2. Sufficient pipe and fittings to connect warm air registers to 
the furnace. 

3. Black japan cold air registers with galvanized iron pipe and 
fittings to connect cold air to furnace. 

4 . All smoke pipe and fittings necessary to connect furnace 
to chimney. 

5. Asbestos paper to cover all warm air pipes. 

Copper or nickel plated floor registers — $1.25 per room extra. Black japan base- 
board wall registers — $1.75 per room extra. Plated wall registers — $3.00 per room 
extra. Second floor rooms — $5.50 extra per room. 

After selecting size of heating system send us your order on either the cash or time 
payment basis, and along with it, send a floor plan of your building made on a plain 
piece of paper. Show size of each room, height of ceiling, number and size of windows 
in each room. Our engineering department will then balance the distribution of the 
heated air, so uniform temperature will be had in all rooms, and send you a plan show- 
ing how the heating plant should be installed. We also send complete instructions 
explaining every detail of the installation, step by step. One man and a boy can easily 
install a Hercules Furnace. It is almost as easy as putting up a stove. Remember our 
engineers absolutely guarantee results first, last and all the time. We guard your 
interests always. 

Prices on Complete Hercules Warm Air Heating Systems 

When Ordering on Easy Payments, Use Time Payment Order Blank Enclosed. 



Catalog 

No. 


Diam. 

of 

Grate, 

Inches 


Heating 

Capacity 

Cubic 

Feet 


Shpg. 

Wt. 

Lbs. 


Cash 

Price 


Time 

Payment 

Price 


Down 

Payment 

With 

Order 


Monthly 

Payments 


42DM3500 , /6 


18 


4,500 


1150 


$ 91.50 
102.50 


SIOI .00 
1 1 3.50 


$ 10.00 


$10.00 


4 2 DM3 501 54 


20 


6,000 


1325 


12.00 


10.00 


42DM3502/3 


22 


7,200 


1525 


125.00 


1 36.00 


1 2.00 


10.00 


42DM35034 
42DM3504 'A 


24 

26 


9,000 

11,000 


1750 

1950 


143.00 

162.50 


156.00 
1 77.50 


16.00 

20.00 


11.00 
1 2.00 



Shipped from Central New York or Eastern Ohio, 
estimated frieght charges. 

The above prices coxer a complete heating plant for 
system is wanted for 15 or 20 degrees below zero, one 



Not Prepaid. See opposite page for 



10 below zero weather. If a heating 
size larger should be ordered. 




Everything Needed 
for the Installation! 
FURNACE, WARM AIR 
PIPE, REGISTERS, 
COLD AIR DUCT, all 
FITTINGS, SMOKE 
PIPE, etc. ... All 
Ready to Install — 




EASY TERMS 

AS LOW AS 

$1A00 




DOWN 



and ^109? A Month 
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Description of the Registers, Fittings and Pipe Furnished With Our 

Hercules Warm Air Heating Plants 

Fill in the information blank enclosed in this catalog and send it to us for an estimate 
of the Warm Air Plant best suited to your building. 



Pressed Steel Registers 

The registers may be placed in the floors or 
in the walls, but unless otherwise requested we 
always figure on baseboard wall registers as we 
believe them to be the most satisfactory. Wall 
registers cost a little more, but they have two 
very great advantages. They are out of the 
way where they cannot be walked upon, and 
also there is less chance of dirt or sweepings getting down into 
the pipes. Either floor or wall registers will heat perfectly and 
if you want us to estimate on floor registers we will gladly do so. 




a ttCCOCLDav 
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CCCCL'DCGE. 
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mCL’QCDDQC 
OlfJllQDDDD 

EILSCJCjEUCUU 
IfflCJtJCjEtiEOE- 
fo'LflUC'OJ □□ 



Floor Register 



8 




Side Wall Register (or 
Above Baseboard 



Our floor registers are made entirely of 
pressed steel. This makes an ideal floor regis- 
ter, for the pressed steel face is very rigid and 
will not bend or give under the weight of the 
heaviest person, while the steel frame or body 
reinforces it from the under side, making the 
complete register lighter in weight and very 
much stronger. We also include a cold air re- 
turn face made of oak wood, which can be 
nicely finished to match the floors. There being 
nothing but cool air passing through this large face it is entirely 
safe to make it of wood. 

n ~~ BBBSOBBBBa l ^ ur wa ^ re £ isters are m& de entirely of 
■HBBbBBBIBB ~ P ressec * stee ^ They are very strong and 

I1IH1IHHH practically unbreakable. The wall registers 
for the first floor are set down into the 
baseboard and are made with a deep throat 
to give plenty of air space. Those for 
upstairs are placed above the baseboard 
and fit flat against the plastering. Our wall registers are all 
equipped with one-piece deflecting valves which throw the air 
current out away from the walls. 

We use the plain square lattice design for all floor registers, 
and straight bar design for the wall registers as illustrated. 

Black Japanned Finish 

Unless otherwise instructed, we always 
figure on black japanned finish floor and 
wall registers. This is generally used, as 
it is less expensive than the fancy finishes. 

We can, however, furnish any of the Cold Air Face 

standard electro-plated finishes. If you desire a different finish, 
specify finish wanted in writing for estimates. Special finishes 
must be shipped separately, direct from the register factory. 



Under some conditions it is possible to use our side wall regis- 
ters on the first floor and continue the same pipe up through the 
wall to the room above, thus heating two rooms from one pipe. 
In the case of small rooms, or rooms that are not to be heated 
all the time, this method is often found desirable and entirely 
satisfactory. 

Our Adjustable Elbows 

Our elbows are adjustable and their use enables 
anyone to apply the exact angle required without the 
expense and labor of constructing special elbows. By 
taking the elbow at both ends and turning it, the 
I adjustment is easily effected. These elbows are made 
Adjustable by machinery especially designed for their manufac- 
Elbow ture an( j are as nearly perfect as it is possible to 
produce. The seams in our elbows are made so that instead of 
being the weakest part, they are the strongest part in the elbow 
and they cannot be taken apart without destroying the material. 






Register Stack Head 



Wall Pipe and Fittings 

All pipes and fittings used between the 
walls, or between the floors and ceilings, 
are of single tin and should be covered 
with asbestos paper before they are 
placed in the walls. All our tin fittings 
for warm air furnace installations are 
made on the latest type of labor saving 
machinery, by skilled mechanics. Only 
high quality of heavy tin plate and gal- 
vanized steel are used, and we have taken 
every precaution to provide pipes and 
fittings that will cause you no unneces- 
sary work or trouble. 

The wall pipe is 
put up in lengths 





Wall Pipe 



Stack Boot 



of 2 feet. Each section is furnished with 
a slip end for the purpose of joining 
together the sections of wall pipe without 
the use of any solder or rivets. This 
method simplifies the installation very 
much. Covering the wall pipe and fit- 
tings with asbestos paper insures against 
any danger of fire. 

We have on 
hand at our fac- 
tory a complete 

line of offsets, elbows, boots, stack heads 
and all other fittings required to make a 
complete job of piping to any room, no 
matter where it is located. When we 
estimate on your heating requirements we 
select just the size required for the differ- 
ent rooms to be heated, guaranteeing 
that the proper amount of heat will be 
delivered through every pipe. 

Round Basement Pipe 

Our round tin pipe is smooth, straight 
and perfectly made, so that it will go 
together without any trouble. It is packed 
solid in a roll. Each section is formed and 
shaped all ready to be locked in position 
and connected up with the furnace. There 
is no soldering to be done and no special 
tools are required. Each joint of pipe is 
uniformly crimped at one end, so that it 
will easily and snugly fit into the next sec- 
tion and really makes one continuous piece of pipe after it is 
put together. The sections are about 20 inches in length. By 
shipping this pipe packed solid in a bundle it takes a much lower 
freight rate, and the saving is entirely yours. The made up pipe 
in long sections makes necessary the use of large bulky crates 
that are hard to handle and expensive to make. 

We furnish round galvanized pipe for return air ducts made 
in the same way and shipped in small, compact, handy packages. 
Even the large sizes are now shipped as easily as small 8-inch 
pipe, whereas heretofore the made up pipe necessitated very 
large, bulky crates. 

Selecting Registers, Furnace Pipe and Fittings 

For the convenience of those who desire 
to add to a warm air system already in- 
stalled, or replace worn out material, we 
will gladly submit a special estimate. If 
you intend installing a complete system, 
do not attempt to select the registers and 
fittings yourself, unless you are thoroughly 
familiar with the sizes required. The size 
of registers, pipe and fittings should be 
scientifically figured, and, for this reason, 
we cannot guarantee the operation of a system unless figured or 
verified by our heating engineers. To ascertain the cost of a 
Hercules Warm Air Plant of the proper size for your building, 
fill in the plan blank inclosed in this catalog and send it to us 
for an estimate. We make no charge for this service. 




Pipe Before Being: 
Locked 




Showing: Pipe With 
Seam Locked 
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BIG BOILERSforBIG BUILDINGS 





3 GREAT FEATURES 



Heavily Constructed Rocking Grate Bars 



iiiiiiiiiiiini: 



Grate bars are of extra 
heavy construction, de- 
signed for greatest dura- 
bility. Note the double 
bridged reinforcing beneath 
the ridges. Grates are 
rocking type, controlled by 
a long shaker lever as 
shown in the large illustra- 
tion of the boiler. The en- 
tire grate bed can be shak- 
en by simply moving this 
shaker lever backward and 
forward. 



F OR LARGE residences, apartment buildings, churches, 
schools, or any building requiring a boiler of large 
capacity, our Extra Large Series Boilers are unexcelled. 
The construction of this boiler, which is furnished for 
steam or hot water heating, is shown by the illustrations on 
this page. From the standpoint of real heating efficiency 
and fuel economy, it ranks with the very best boilers to be 
obtained anywhere, regardless of cost. It is well made 
throughout, with heavily built cast iron sections and un- 
usually large water spaces, designed to promote the most 
efficient heating and circulation of the water. 



HERCULES EXTRA LARGE SERIES ROILERS 

With deep over-hanging water spaces, and an unusually long flue travel, 
providing an enormous amount of heating surface, these boilers have remark- 
able heating efficiency. They are scientifically designed with a capacity to handle 
heating jobs above the average in size, and to do it easily, without forcing, and 
with the minimum amount of fuel. Their performance over a period of years in 
many types of buildings and operating under varying conditions has proven 
their ability to meet the most exacting requirements. We recommend our 
Hercules Extra Large Series Boilers with the full assurance that they will give 
you highly satisfactory service for either steam or hot water heating. 

These boilers are shipped in sections, enabling them to be taken through narrow basement 
doorways. Sections are interconnected at three points with tapered push nipples. It is a very 
simple matter to assemble the sections on the job, as each section is drawn up with separate 
bolts. 

When ordered for steam heating a complete set of steam trimmings are included — safety valve, 
steam and water gauges, damper regulator, etc. — while these steam trimmings are omitted 
when boiler is ordered for hot water heating. 

.Our heating engineers will be glad to figure a complete heating system to meet your particular 
needs. Write for free estimate. 

See explanation in regard to Boiler Ratings on page 25. 

Shipped from factory in Western Pennsylvania. Not Prepaid. 



Large Flue Passages 
and Deep Overhanging 
Water Spaces, Located 
Directly Over the Fire 

This illustration shows 
the internal construction of 
our Hercules Extra Large 
Series Boilers. Notice that 
the fire and hot gases travel 
three times the length of the 
boiler before escaping into 
the chimney. First it goes 
to the rear of the fire box 
where it turns up into the 
outer flue spaces and comes 
forward to the front of the 
boiler. Then it turns into 
the center flue space .and 
goes back again the full 
length of the boiler before 
going out through the smoke 
pipe. The illustration clearly 
shows the enormous amount 
of heating surface contained in this boiler. 



Damper IsOperated From Front of the Boiler 

The illustration at the 
right shows the smoke 
collar and the convenient 
damper operating device 
with which these boilers 
are equipped. This ar- 
rangement permits you 
to control the damper 
from the front of the 
boiler and assures posi- 
tive and accurate adjust- 
ment of its position for 
most efficient operation. 



Catalog 

No. 


Width 

Grate, 

Inches 


No. of 
Sec- 
tions 


Height to 
Top of Boiler 


Boiler Tappings 


For 

Diameter 
Smoke Pipe 


Hot Wate 

Grate Area, 
Square 
Feet 


r Heating 

Actual 
Load, 
Sq. Ft. 


Rated 
Capacity, 
Sq. Ft. 


Shpg. 

Wt. 

Lbs. 


Cash 

Price 


Time 

Payment 

Price 


Terms 


Down 


Per 

Month 


Flow 


Return 


42DM4053 !4 


21 


6 


53M in. 


2 


3-in. 


2 


3-in. 


10 in. 


4.92 


875 


1750 


1875 


$1 38.75 


$151.75 


$1 6.00 


$1 1.00 


4 2 DM405 5 !4 


25 


5 


54 


in. 


2 


4-in. 


2 


3-in. 


12 in. 


5.55 


950 


1900 


1925 


1 59.50 


1 74.50 


20.00 


1 2.00 


4 2 DM405 6 'A 


25 


6 


54 


in. 


2 


4-in. 


2 


3-in. 


12 in. 


6.74 


1140 


2300 


2200 


1 82.95 


200.45 


26.00 


1 3.00 


42DM405 7'A 


25 


7 


54 


in. 


3 


4-in. 


3 


3-in. 


12 in. 


8.00 


1330 


2660 


2600 


209.65 


229.65 


30.00 


1 4.00 


42DM4058 'A 


25 


8 


54 


in. 


3 


4-in. 


3 


3-in. 


12 in. 


9.22 


1500 


3000 


2900 


235.00 


257.50 


34.00 


1 5.00 


For Steam Heating 


42DM4054 


21 


6 


53H in. 


2 


3-in. 


2 


3-in. 


10 in. 


4.92 


550 


1100 


1900 


151 .50 


1 66.50 


20.00 


1 2.00 


42DM4059 Vi 


25 


5 


54 


in. 


2 


4-in. 


2 


3-in. 


12 in. 


5.55 


630 


1200 


1955 


1 72.25 


1 87.25 


20.00 


1 2 ..00 


4 2 DM4 0 60 


25 


6 


54 


in. 


2 


4-in. 


2 


3-in. 


12 in. 


6.74 


760 


1400 


2230 


1 95.70 


21 3.20 


26.00 


1 3.00 


42DM406 1 K 


25 


7 


54 


in. 


3 


4-in. 


3 


3-in. 


12 in. 


8.00 


900 


1700 


2630 


222.50 


242.50 


30.00 


1 4.00 


42DM4062 ] A 


25 


8 


54 


in. 


3 


4-in. 


3 


3-in. 


12 in. 


9.22 


1100 


2000 


2930 


247.75 


270.25 


34.00 


1 5.00 



When Ordering on Easy Payments Use Time Payment Order Blank Enclosed. 
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New Style Cast Iron 
Tubular Radiators 
for Steam and 
Hot Water 
Heating 



Four-Tube Radiators 



For Prices and 
Specifications 
See Opposite Page 







The Very Latest 
Ambassador Pattern 

M ANUFACTURED from high quality ma- 
terial, properly constructed; graceful and 
artistic in design, and easily kept clean. 
These Ambassador Pattern Radiators have a 
wider space between the sections for the circula- 
tion of air than most other types of radiators. 
This causes the radiators to do the most effec- 
tive work in giving off heat, both by radiation 
and convection (by contact with the air). 

We can furnish the radiators listed on the 
opposite page in any number of sections up to 
and including thirty-two, to meet the require- 
ments of the rooms to be heated. Hot water 
radiators are tapped at both ends; steam radi- 
ators are tapped at one end only. All tappings 
are threaded right hand. When requested, we 
will furnish them tapped in any manner desired 
without extra charge. All radiators are tapped 
for J4-inch air valve unless otherwise specified. 
When ordering radiators be sure to state 
whether they are to be used tor steam or hot 
water; also give the size of tapping desired, 
otherwise all radiators will be tapped as follows: 



TAPPINGS 



HOT WATER 

0 to 40 feet, Y\ in. 
41 to 70 feet. 1 in. 
71 to 110 feet, \V\ in. 
Ill ft. and over, V/ 2 in. 



Radiators 
weigh 

approximately 
6 pounds per 
square foot of 
radiation. 



Five-Tube Radiators 




Radiator Air Moistener 



mi 

One of the most efficient evaporators 
made. The small cross sectional view 
shows water tank along sides and wick 
extending over center opening where warm 
air rushing upward picks up moisture from 
the wick. Furnished in four lengths, all 
9 inches wide. Complete with wick and 
wires for attaching. Gold bronze finish. 
Not Prepaid. 

Each 



Catalog No. 


Size 


Shpg 


. Wt. 


42DM 1 83514 
42 DM 1 836 't 


18 in. 


4/2 


lbs. 


24 in. 




lbs. 


42 DM1 837'. 


30 in. 


6 l A 


lbs. 


42DM 1 838V4 


1 36 in. 


7 l /2 


lbs. 



$1 85 
2.25 
2.60 
3.00 



STEAM 

0 to 24 feet, 1 in. 

24 to 60 feet, 1*4 in. 

60 to 100 feet, V/ 2 in. 

100 ft. and over, 2 in. 

For Prices See Opposite Page 

Seven-tube or window radiators are made 
especially to meet the demand for low radiators 
to be used in front of the windows where the 
distance from the bottom of the window to the 
floor is from 14 to 26 inches. They are also in- 
tended for use under window scats or wherever 
a low radiator is desired. They are \2 l /\ inches 
in width. Three-tube radiators are generally 
placed in halls, bathrooms and other parts of 
the home where it is necessary to use as narrow 
a radiator as possible. Four and five-tube ra- 
diators are considered standard and are used 
for all installations except where conditions 
make it necessary to install the three or seven- 
tube radiators described above. 




Seven-Tube Radiators 
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Ambassador Three -Tube Radiators 

Generally used in hallways, passageways, small bathrooms, etc., where the 
radiator must be as narrow as possible. They may also be hung on the wall by 
means of brackets, where they are out of the way. 

Shipped from CENTRAL NEW YORK or WESTERN PENNSYLVANIA, Not 



No. of 
Sec- 
tions 


Length in 
Inches, Figur- 
ing 2V 2 Inches 
per Section 


SQUARE FEET OF HEATING SURFACE 


36-lnch 
Height. 3% 
Square Feet 
tier Section 


30-Inch 
Height. 3 
Square Feet 
per Section 


26-Inch 
Height, 254 
Square Feet 
per Section 


20-lnch 
Height. 1% 
Square Feet 
ner Section 


2 

3 

4 

5 


5 

754 

10 

1254 


7 

10J4 

14 

1754 


6 

9 

12 

15 


453 

7 

914 

uy 3 


354 

554 

7 

m 


6 

7 

8 
9 

10 


15 

1 7J4 
20 
2254 
25 


21 

2454 

28 

3154 

35 


18 

21 

24 

27 

30 


14 

1654 
18 34 

21 

2354 


1054 

1254 

14 

1534 

1754 


11 

12 

13 

14 

15 


2754 

30 

3254 

35 

3754 


38i/ 2 

42 

45J4 

49 

5254 


33 

36 

39 

42 

45 


2534 

28 

3054 

3234 

35 


19!4 

21 

22V t 

2VA 

26)4 


16 

17 

18 

19 

20 


40 

4254 

45 

4754 

50 


56 

5954 

63 

6654 

70 


48 

51 

54 

57 

60 


37* 

39* 

42 

445/ 

46* 




28 

2934 

3154 

3354 

35 



42DM4010y 3 — 1 
42DM4011V3 — 



•Steam 
Hot Water 



NEW LOW PRICE 

Any Size or Height 
Per Square Foot 



m 



n 



Each section is 5 inches wide. Height from floor to center of opening, 4 54 
inches. Allow 54 inch in the length of radiator for the bushing in end sections. 
Shipping weight of Radiators. 6 pounds per square foot of radiation. 

Ambassador Four -Tube Radiators 

Used for heating residences, halls, churches and public buildings the 
same as the three-tube radiators. 

Shipped from CENTRAL NEW YORK or WESTERN PENNSYLVANIA, Not 
“ ‘ ' Prices are subject to market changes. 



No. of 
Sec- 
tions 


Length in 
Inches, Figur- 
ing 254 Inches 
per Section 


SQUARE FEET OF HEATING SURFACE 


36- Inch 
Height. 454 
Square Feet 
ner Section 


30- Inch 
Height. 354 
Square Feet 
per Section 


26- Inch 
Height. 2% 
Square Feet 
ner Section 


20- Inch 
Height, 254 
Square Feet 
ner Section 


2 


5 


854 




7 


554 


4/ 2 


3 


754 


1234 




1054 


854 


634 


4 


10 


17 




14 


11 


9 


5 


1254 


2154 




1754 


1334 


1154 


6 


15 


2554 




21 


1654 


1354 


7 


1754 


2934 




2454 


1954 


1534 


8 


20 


34 




28 


22 


18 


9 


2254 


3854 




3154 


m 


m 


10 


25 


4254 




35 


2754 


• 2254 


11 


2754 


4634 




3854 


3054 


2434 


12 


30 


51 — » 




42 


33 


27 


13 


3254 


5554 




4554 


3534 


2954 


14 


35 


5954 




49 


3854 


3154 


15 


3754 


6334 




5254 


4154 


3334 


16 


40 


68 




56 


44 


36 


17 


4254 • 


7254 




5954 


4634 


3854 * 


18 


45 


7654 




63 


4954 


4054 


19 


4754 


8034 




6654 


5254 


4234 


20 


50 


85 




70 


55 


45 


42DM401 254 — Steam 




NEW LOW PRICE <)A3£ 


42DM401 31 / 3 — Hot Water 


any or ricigni 

Per Square Foot 


LV 4 



inches Allow 54 inch in the length of radiator for the bushing in end sections. 
Shipping weight of Radiators. 6 pounds per square foot of radiation. 



Ambassador Five -Tube Radiators 

The standard radiator recognized as most suitable for all general heating purposes.* 

Shipped from CENTRAL NEW YORK or WESTERN PENNSYLVANIA, Not 
Prepaid. Prices are subject to market changes. 



No. of 
Sec- 
tions 


Length in 
Inches. Figur- 
ing 254 Inches 
per Section 


SQUARE FEET OF HEATING SURFACE 


36-Inch 
Height. 5 
Square Feet 
per Section 


30- Inch 
Height. 454 
Square Feet 
per Section 


26-Inch 
Height, 354 
Square Feet 
per Section 


23-Inch 
Height, 3 
Sq. Ft. per 
Section 


20- Inch 
Height, 2% 
Sq. Ft. per 
Section 


2 


5 


10 


8 54 


7 


6 


554 


3 


754 


15 


13 


1054 


9 


8 


4 


10 


20 


1754 


14 


12 


1034 


5 


1254 


25 


2154 


1754 


15 


1354 


6 


15 


30 


26 


21 


18 


16 


7 


1754 


35 


3054 


2454 


21 


1834 


8 


20 


40 


3434 


28 


24 


2154 


9 


2254 


45 


39 


3154 


27 


24 


10 


25 


50 


4354 


35 


30 


2634 


11 


2754 


55 


47/3 


3854 


33 


2954 


12 


30 


60 


52 


42 


36 


32 


13 


3254 


65 


5654 


4554 


39 * 


m 


14 


35 


70 


6034 


49 


42 


3754 


15 


3754 


75 


65 


5254 


45 


40 


16 


40 


80 


6954 


56 


48 


423 4 


17 


4254 


85 


7334 


5954 


51 


4554 


18 


45 


90 


78 


63 


54 


48 


19 


4754 


95 


8254 


6654 


57 


5054 


20 


50 


100 


8634 


70 


60 


5354 



42DM4014i/ 3 - 
42 DM401 51 / 3 - 



-Steam 
-Hot Water 



NEW LOW PRICE 
Any Size or Height 
Per Square Foot 



Each section is 8% inches wide. Height from floor to center of opening, 4% 
inches. Allow 56 inch in length of radiator for the bushing in end sections. 

Shipping weight of Radiators. 6 pounds per square foot of radiation. 

Ambassador Seven -Tube Radiators 

Placed under windows and are also used under window seats; in fact, are 
suitable for use in any room where it is necessary to use a low radiator. 

Shipped from CENTRAL NEW YORK or WESTERN PENNSYLVANIA, Not 
Prepaid. Prices are subject to market changes. 



No. 

of 

Sec- 

tions 


Length in 
In., Figur- 
ing 256 In. 
per Section 


SQUARE FEET OF HEATING SURFACE 


26-Inch ! 
Height, 5 
Square Feet 
per Section 


23 Inch 
Height, 454 
Square Feet 
per Section 


20-Inch 
Height, 3% 
Square Feet 
per Section 


17-Inch 
Height. 3 
Square Feet 
per Section 


14-Tnch 
Height. 254 
Square Feet 
per Section 


2“ 

3 

4 

5 


5 

754 

10 

1254 


10 

15 

20 

25 


854 

12% 

17 

21/ 


2'A 

11 

WA 

m 


6 

9 

12 

15 


5 

754 

10 

1254 


6 

7 

8 
9 

10 


15 

1754 

20 

2254 

25 


30 

35 

40 

45 

50 


2554 

2934 

34 

3854 

4254 


22 

2sy 3 

29’A 

33 

36’A 


18 

21 

24 

27 

30 


15 

1754 

20 

2254 

25 


11 

12 

13 

14 

15 


2754 

30 

3254 

35 

3754 


55 

60 

65 

70 

75 


4634 

51 

5554 

5954 

6334 


40'A 

44 

47)5 

51)5 

55 


33 

36 

39 

42 

45 


2754 

30 

3254 

35 

3754 


16 

17 

18 

19 

20 


40 

4254 

45 

47J4 

50 


80 

85 

90 

95 

100 


68 

7254 

7654 

8034 

85 


5834 

6254 

66 

6934 

7354 


48 

51 

54 

57 

60 


40 

4254 

45 

4754 

50 



42DM4016V3 — Steam 
42DM401 71 / 3 — Hot Water 



NEW LOW PRICE 

Any Size or Height 
Per Square Foot 



h 



Each section is 1254 inches wide. Height from floor to center of opening, 3% 
inches. Allow % inch in the length of radiator for the bushing in end sections. 
Shipping weight of Radiators, 6 pounds per square foot of radiation. 



Radiators can be furnished in any number of sections up to and including thirty-two sections 



Radiator Bronze 

Recent tests made by the United States Bureau of 
Standards have proved that paint enamels when used 
for radiator decoration are 10 to 15 per cent more 
efficient than bronzing liquids. 

On all our Hercules Heating Systems, therefore, we 
recommend paint enamel decoration in preference to 
radiator bronze. 



Household Radiator Enamel 

High gloss. Make your radiators 
harmonize with the walls or wood- 
work. Will not rub off. peel or 
blister. Apply with a 2 or 2%-inch 
enameling or varnish brush. 

30D2 1 24— Ivory. 

30D2125— Buff. 

30D21 26— Pearl Gray. 

1-pint can. . . . 42c 

1-quart can 79C 

We Pay the Postage 




Radiator Enameling Brush 

This is an excellent 
brush for applying radiator 
enamel to radiators. It is 
large enough to permit 
fairly fast work, and at 
the same time sufficiently narrow to get into corners 
and spaces between the sections. 

Black bristles secured in vulcanized rubber, metal 
bound. Width, 2 inches. Length of bristles. 254 « 
inches. We Pay the Postage. O 

30D3031 ^ 



Adjustable Nickel 
Plated Ceiling and 
Floor Plates 

Can be placed on 
the pipes after they 
are in position. 

42 DM 120— Not 
Prepaid. 

Size, inches... Va 1 114 I'A 2 

Shpg. wt., lbs. 'A 'A V* Va 

Each 7c 9c 10c 1 1c 1 2c 




Siphon Automatic Air Valve 

Here is a valve that you 
can depend upon to open and 
close at the proper time and 
keep your radiators on your 
steam heating plant oper- 
ating at all times to their 
u highest efficiency. No more 
air trapped radiators. Cannot become 
water logged. Saves fuel. 

4 2 DM1 1 9 — Shpg. wt., 4 oz. Not 
Prepaid 45c 




Hot Water Union Elbows 

Nickel Plated 
Brass Union Elbows 
for hot water radia- 
tors. 

42DM1 12— Not 

Prepaid. 

Size in. Va 1 1 Va 

Shpg.wt., 

lbs. .154 2 2'A 3'A 5 

Each . .45c 58c 75c 95c $1.75 




Altitude Gauge 

For showing height 
of water in hot water 
heating plant. 3-inch 
black finish case, con- 
tracted dial, easy to 
read. Size, tapping, Va inch. Shpg. 
wt., 4 lbs. Not Prepaid. 

42DM146 95c 




Low Pressure Single 
Spring Gauge. For house 
heating boilers, steam 
cookers, etc. 3-in. black 
finish case. Contracted 
dial, easy to read. Indi- 
cates to 30 pounds. 
Shpg. wt., 4 lbs. Not 
Prepaid. 

42DM1 48- $1 -10 




Steam Radiator 
Valves 

Nickel plated brass 
with ground joint 
union and Jenkins 
disc. 

42DM1 14 

Not Prepaid. 

Size in Va 1 U4 

Shpg. wt.,lbs. VA 2 54 3 l A 

Each 95c $1.15 $1.50 $1.90 $3.25 




Hot Water 
Thermometer 

For hot water heating 
systems. Indicates tem- 
perature up to 260 degrees 
Fahrenheit. Has 54-inch 
pipe thread. Shpg. wt., 154 
lbs. Not Prepaid. 

42DM1Q8 75c 



Compression Air Valve Only 
Without Key 

Solid brass, nickel plated. 

Slipg. wt., 2 oz. Not Pre- 
paid. 

42DM1 15— Size. X 
inch 7c 

42DM1 17 

Keys only 4 c 




Hot Water 
Radiator Valves 

Solid brass, nickel, 
with union; one-half 
turn opens valve to 
full capacity. 

42DM1 10 

Not Prepaid. 

Size, in Va 1 154 1 54 2 

Shpg. wt., 

lbs 2 254 354 4 6 

Each 85c $1.03 $1.30 $1.65 $2.85 
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HEATING SUPPLIES AND EQUIPMENT 



COVER YOUR HEATING PIPES 
SAVE Vl OF YOUR FUEL BILL 



Galvanized Smoke Pipe 



Aircell 

Asbestos 

Pipe 

Covering 





And Up 
3-Ft. Length 

For covering pipes on steam and hot water heating systems. Prevents 
waste of heat and means a positive saving in fuel. Easily applied after pipes 
are in place. Sold only in 3-foot lengths, 3-ply thick. Sizes represent inside 
diameter of pipe over which covering wiil fit. If you are not sure what size 
to order, see scale of pipe sizes on page 1048. State size wanted. Lacquered 
brass bands are included. Shipped from Factory in Philadelphia, Pa., 
or Boston, Mass. 42DM404614 — Not Prepaid. 



For Pipe 
Size, In. 


Shpg. Wt., 
Lbs. 


Per 3-Ft. 
Length 


For Pipe 
Size In. 


Shpg. Wt., 
Lbs. 


Per 3-Ft. 
Length 


X 


IX 


18c 


2 


3X 


30c 


x 


2 


20c 


2X 


4 


33c 


i 


2X 


22c 


3 


4X 


37c 


IX 


2X 


25c 


3X 


5 


42c 


IX 


3 


27c 


4 


5X 


50c 



Wool Felt 
Pipe Covering 

28 * 



> And 

Up 




3-Ft. Length 

Used on hot and cold water 
pipes to prevent freezing; 
also keeps pipes from sweat- 
ing in warm weather. Min- 
eral felt contains millions of dead air cells per cubic inch and is one of the 
most effective insulators known. For inside use only. Comes in standard 
3-ft. lengths. X- inch thick. Bands are included. 

Shipped from Factory in Philadelphia, Pa., or Boston, Mass 
42DM4070J4— Not Prepaid. State size wanted. 





4 2 DM1 97 — 26-gauge. Sold only in 2-foot 
lengths. Improved lock seam. Not Prepaid. 

Size, inches 7 8 9 10 

Shpg. wt., per 

length, lbs 3H 4 4X 5 

Per length 43c 45c 50c 55c 

Smoke Pipe 
Dampers 

42DM1 99 — Cast iron 
automatic lock type. Not 

Prepaid. 

Size, inches 7 8 9 10 

Shpg. wt 8 oz. X lb. 1 lb. IX lbs. 

Each 22c 30c 45c 60c 

Wire Flue 
Brush 

A very effective i 
cleaner for cast! 
iron heating boil- 
e rs, round or 
square. Size, l?4x 
4X*5X inches. Threaded for K-inch pipe 
handle. Shpg. wt., 1 lb. 

42DM168— Not Prepaid ‘KfC 




Galvanized Smoke Pipe 
Elbows 



26-Gauge 

Adjustable 




45-Degree 



Not Prepaid 




90-Degree 



Size, in 


7 


8 


9 


10 


Shpg. wt.. lbs 


2 


2X 


2X 


3 


42DM1 90 

45-Degree 


26c 


28c 


33c 


40c 


42DM198 

90-Degree 


38c 


43c 


48c 


55c 



Peerless Flue Cleaner 




A most practical and efficient furnace flue 
cleaner. It is flexible in one direction only. It 
is absolutely rigid in the other, so that it is 
always under complete control of the person using 
it. All of the soot in any furnace radiator can be 
easily removed in a few minutes. Pays for itself 
in fuel saved. Shpg. wt., 5 lbs. 

42DM165/4— Not Prepaid SI .30 



For Pipe 
Size. In. 



X 

X 



Shpg. Wt., 


Per 3-Ft. 


For Pipe 


Shpg. Wt., 


Lbs. 


Length 


Size, In. 


Lbs. 


4X 

5 


i?c 


IX 

IX 


7 

9 


6X 


35c 


2 


10X 



Per 3-Ft. 
Length 



Damper Regulator 
for Hot Water 
Boilers 

Automatic 1 Prevents waste of 
fuel. Designed especially for hot 
water house heating boilers. Grad- 
ually and positively regulates posi- 
tions of draft and check dampers 
according to temperature of water. Metal diaphragm; bronze 
rustproof lever mounting rocker. Complete with 40-inch lever, 
adjustable weight, two ceiling pulleys and 18 feet of chain. Has 
X-i nch boiler connection. 

42DM1 45^— Shpg. wt.. 11 lbs. Not Prepaid S7.75 



c 1 e °iu N 'g Register^ Ventilator 




as 

47c 




Hercules Automatic Pressure 
Relief and Regulator Valve for 
Hot Water Heating Systems 

Maintains a constant pressure in the system, so the 
entire system is always kept automatically filled. Speeds 
up circulation of the water and reduces heat loss ; The 
added pressure on the water raises its boiling point, so 
you can get a much higher temperature in your radiators 
if necessary. Eliminates the expansion tank altogether. 
Reduces air pockets in the system. Valve is entirely 
automatic, admitting more water to the system when 
needed, and allowing surplus water to escape when pres- 
sure reaches a certain point. Valve is simple in design 
and all parts are interchangeable. The body is made of red brass, and all working 

i T * s ~ ~i a i filling valve for initial filling of the 

by cutting out 6-inch section in supply 



Tl "d 
Filling Valve 



parts are brass. It is equipped with a special filling valve for initial filling of the 
system. Can be installed on old or new jobs, by cutting out 6-inch section ii 
line. One size for all installations. Threaded for H-inch pipe connections. 



system, 

- . Ol - I 

"42 DM1 51— Shpg. wt 



10 lbs. Not Prepaid $11.95 



Hot 
Water 
Coil for 
Furnaces 

Hot water coil 
jj fits any pipe or 
pipeless furnace 
1 we sell. Extends 
Into combustion chamber as shown. _ When 
connected with range boiler, will provide hot 
water for bathroom and kitchen. State fire- 

? ot diameter of furnace. Shpg. wt., 
lbs. 

42DM1 67514— Not Prepaid. $1.55 




Hot Water Coil 

For Boilers or Furnaces 

Placed in the fire pot of 
boiler or furnace and con- 
nected with range boiler, 
gives hot water with no I 
added fuel cost. Made of 
heavy cast iron in one 
piece. Height, 9 inches. 
Tapped for H-inch iron 
pipe connections. Easy to 
install, and will give lasting 
service. Shpg. wt., 10 lbs. 

42DM162 

Not Prepaid $1 .00 






n ' 




' \ 


W-iL. 




• 


JT 




11 

B 


E iff 


IP 



8x10 Inches 
Postpaid 



Heavy tin adjust- 
able box to fit any floor from 4 to 11 
inches. Use with pipeless furnace, 
cabinet or any stove. Makes stove 
unnecessary in upper floors; reduces 
fuel costs. Unbreakable steel, black 
japanned floorplate, white enameled 
ceiling plate. Two heavy coil springs 
hold parts together. Our prices save 
you $1.00 to $2.50 over prices else- 
where. 

Gives proper tirculation of air, so 
needful in providing pure air to all rooms. Insures comfort and 
health during winter months — at very small cost. We Pay the 

Postage. 




9 9 D 2 1 1 8— Size, 8x10 in. 
99D21 1 6— Size, 9x12 in. 
99D21 1 9 — Size, 10x12 in. 
99D21 20 — Size, 12x15 in. 
99D21 1 7 — Size, 14x18 in. 



Each $2.40 

Each 2.85 

Each 3.45 

Each 5.75 

Each 9.50 



“VnsultJte" Covering for Furnace Pipes 

Saves its cost in one winter 
by reducing heat loss from 
warm air pipes in the base- 
ment. “Insultite” is made of 
heavy asbestos paper with cor- 
rugations about inch deep 
to form dead air spaces, one of 
the best known heat insulators. 

One layer around a furnace 
pipe is very effective, but we re- 
. commend _two layers for cut- 
ting down’ heat loss to a mini- 
mum. “Insultite” is easily ap- 
plied. Cut off a strip from the 
roll long enough to go twice a- 
round the pipe and paste down 
the end with our Cold Water 

Paste listed on the opposite page, or any good flour paste. Bands are furnished for the 
joints. “Insultite” is put up in rolls 36 inches wide, containing 250 square feet. One roll 
will cover from 40 to 50 lineal feet, two thicknesses. We do not ship less than full rolls. 

When ordering, specify size pipe to be covered. Shipped from factory in Philadel- 
phia, Pa. or Boston, Mass. Shipping weight, per roll, 80 pounds. 

4 2 DM4050 14 — Per roll. Not Prepaid $5.65 





Damper 

Regulating 

Dial 

Attached to wall up- 
stairs. Chains connect 
to draft door and check 
on heater in basement. 
Saves going downstairs 
to open or close damp- 
ers. Dial can be set in 
any position. Pressed 
steel, oxidized copper 
finish. Outfit includes 
25-foot chain and four 
pulleys. We Pay the 
Postage. 

42D1 23 $1 .35 



Galvanized 
Expansion Tanks 

Used on “open” type hot 
water heating systems to pro- 
vide for expansion and con- 
traction of water. Strongly 
made of steel, galvanized inside 
and out. Prices include glass 
water gauge complete with cocks 
and guards, but not the inlet and 
outlet fittings shown. Size of in- 
let and overflow, 1 inch. 

42DM1 800!4 — Not Pre- 
paid. 




Size, 

Inches 


Sq. Ft. 
of Radi- 
ation 


Shpg. Wt., 
Pounds 


Including 

Gauge 


10x20 


320 


31 


$ 7.00 


12x20 


400 


40 


7.20 


12x30 


600 


48 


8.25 


14x30 


800 


60 


1 1 .30 


16x30' 


1,040 


74 


1 2.25 


16x36 


1,280 


88 


1 3.35 
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Improved 



Red Top 
Automatic 
Relief Valve 

For use on Tank-in- 
Basement heating sys- 
tems. Releases when 
pressure in the system 
reaches 30 pounds. The 
piston and valve seat 
are made of special non- 
corrosive nickel mixture. 
No chance for this valve 
to jam, clog, stick or 
otherwise get out of or- 
der. It is listed as stand- 
ard by the Underwrit- 
ers’ Laboratories. 

42D1 16— Pressure 
Relief Valve. r*g\ 

Postpaid «lrl»DU 



Tank-in-Basement System of Hot 

All of our Hercules Hot Water Heating Systems, unless otherwise specified, are 
now being furnished with new type Automatic Pressure Relief Valve and closed Ex- 
pansion Tank. With this system, the expansion tank is placed in the basement and 
is airtight. You no longer have to place the expansion tank in the attic where it 
is exposed to the danger of freezing. 

The Red Top Relief Valve is a simple and positive acting device which auto- 
matically relieves excessive pressure in the system when the water is heated to a 
high temperature. It opens at a pressure of about 30 pounds, protecting the system 
from damage from overheating. 

Illustration at the right shows a typical Tank-in-Basement installation. The 
closed expansion tank, containing more air than water, gives a cushioning effect as 
pressure increases, causing a more rapid circulation of water in the system. On 
account of this rapid circulation, heat loss is reduced, water returning to the 
boiler is of higher temperature than in the gravity system and is more quickly 
reheated, thus saving in fuel consumption. 

The Relief Valve is used on one of the return pipes, as shown, and is placed in 
a vertical position. It has no diaphragm, spring, levers or other delicate, complicated 
parts. A weighted piston of monel Ynetal, enclosed in a smooth bronze casing, is 
forced off its seat when the pressure in the system exceeds that at which the 
valve is set. The entire valve is made of high grade metals which cannot corrode. 

It is absolutely dependable and operates without fuss and without noise. 

The tank is connected to one of the return pipes and is usually placed between 
joists of the basement ceiling. However, if there is not sufficient head room, it 
can be placed lower down. Illustration at the right shows both positions. 

The Tank-in-Basement or Pressure System of Hot Water Heating has many 
advantages and is being used in thousands of residences with entire success. It is 
specified and advocated by many leading heating engineers of the country. 

With this system, a special altitude gauge is used to indicate the height of water 
and also indicate the corresponding pressure in pounds on the boiler, instead of the 
regular altitude gauge as used with an open tank system. 

Basement Expansion Tank 

Strongly made of steel, painted outside. We recommend the following sizes 
according to the amount of radiation in a “closed” heating system. Tapped for 
1-inch pipe connections. 

42DIV1 1 833 1 /, — State size wanted. Not Prenaid. 

Capacity 



15 gal. 
21 gal. 
24 gal. 
40 gal. 



Size, Inches 


For Radiation 


Shpg. Wt. 


12x30 


Up to 500 ft. 


40 lbs. 


12x42 


500 to 800 ft. 


51 lbs. 


12x48 


800 to 1200 ft. 


54 lbs. 


14x60 


1200 to 1600 ft. 


84 lbs. 



Each 

$ 6.36 
6.75 
795 
1 1 50 



Water Heating 



Showing method of installing 
basement tank and relief valve 



BOILER and FURNACE 
NEEDS 

That CUT FUEL COST 



Little Fireman 
Damper Operator 

Easily attached to 
any Steam, Hot Wa- 
ter or Warm Air 
Heating System or ~ avc 1 * 
to Pipeless Furnace. L-oal 
Opens the dampers 
on your heating sys- 
tem before you get 
up in the morning, 
so that when you 
arise every room in 
your house will be 
warm and cozy. Just 
set it like any ordi- 
nary alarm clock and 
it will open the damper at any hour 
for which you set it. Outfit includes 
clock, pulleys and 20 feet of chain 
ready to install, with full instructions. 
Shipping weight, 6 lbs. Not Prepaid. 



42DM1 172 



$ 3.95 



Asbestos 

Paper 

A fireproof 
material, 
»m a d e of 
natural mineral asbestos fiber. Very 
soft and pliable and easily cut with 
common scissors. It is usually applied 
with starch paste, or the special As- 
bestos Paste listed below at right. 

In addition to covering furnace 
pipes, asbestos paper is used for cov- 
ering walls, partitions and ceilings 
exposed to heat, and as a lining for 
floors and ceilings. It comes in rolls 
36 inches wide. Shipped from our 
store. Prices subject to market 
changes. Not Prepaid. 

42 D M 1 9 3—10-yard roll. Shpg. 

wt., 10 lbs $ 0-88 

42DM194 — 50-yard roll. Shpg 
wt., 50 lbs $3-90 



Asbestos 

Furnace 

Cement |UsBE$T 0 $| 

Consists of pure IF FURNACE I 
mineral asbestos fibers |C£MENT I 
ground and pulverized Mi 
and compounded with B^WSWOUCK 
other fireproof mate- 
rials. This cement is 
soft and easily worked with a putty 
knife when fresh, but quickly hardens 
when exposed to the air, and when 
heated becomes almost as hard as the 
iron on which it is used. It makes 
the joints in a furnace or stove gas 
and smoke tight. 

42 D M 1 9 2— Per 5-pound Off n 
can. Not Prepaid OOv 



Asbestos Cement 

H For covering heat- 
ing or power boilers, 
galvanized range 
boilers, smoke pipes 
and elbow? and tees 
on heating systems, 
etc. Prevents loss 
of heat. Pays for it- 
self in one or two 
seasons. Composed 
of asbestos fiber and 
a cement compound. 
Mixed and applied 
like ordinary plaster to a # thickness 
of about 1 Yt in. Comes in 100-lb. 
bags. One bag covers about 11 square 
feet to a thickness of about 1/ in. 

ba^. DM ,l . 96 . W “ Pe f . ^^$1.75 

Shipped from factory in Philadelphia, 
Pa., or Boston, Mass. Not Prepaid. 



Cold Water Paste 

For pasting asbestos paper to tin 
furnace pipes on warm air heating 
systems. Not Prepaid. 

42DM195 — Per 2^-lb package. 
(Not illustrated) 35c 



Rapid Radiator 
Air Moistener 

One of the most efficient 
evaporators made. The small 
cross sectional view shows 
water tank along sides and 
wick extending over center 
opening where warm air 
rushing upward picks up 
moisture from the wick. 



Catalog No. 


Size 


Shpg. wt. 


Each Furnished in four ^lengths. 


42DM 1 835V4 
42DM 1 836 1 1 
42DM 1 837% 
42DM1838V4 


18 in. 
24 in. 
30 in. 
36 in. 


4% lbs. 
5 4 lbs. 
6*4 lbs. 
74 lbs. 


4, . n ■. all 9 inches wide. Complete 

*2,25 with wick and wires for 

2^60 attaching. Gold bronze fin- 

3.00 ish. Not Prepaid. 



Hercules Radiator Air Moistener 

Moist air in your home is essential for health and 
comfort. Our Hercules Moistener, filled with water 
and hung on back of radiator, keeps air moist by 
evaporation of water. Galvanized sheet metal, gold 
bronze finish. Shpg. wt., 4 lbs. 

42DM157— Not Prepaid 45c 



e^LEAN 

H 



EVEN 



If you do 
for one, in 
convenience 
saved? The 
Its dependab 
service in th 
draft, dampe 
room temper 
heating syst 
so that the h 
temperature 
Day and nil 
son, it regul 
preventing 
the indicator 
want maintaij 
ing, before . 
matically rai 
fortable dayt 
can leave yo 
knowing tha 
lator will mal 
ture for you, % 

Our Herculf 
many trips to 
paying any att 
check. It pre\ 
as it opens 
temperature < 
have it set; 
rooms, becau 
as the tempe 
keeping your 
venting over 
one-third of 
heating 

Complete o 
brass case, \ 
motor, chain 
two dry cell 
ing, rubber 
ing motor. 
Shpg. wt., 

42DM1 1 
42DM1 1 

similar to abc 
volt house li 
and 8-day je 

Prepaid 
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HEATING SUPPU o-roomhou$e 

Complete Steam 
Heating Plant 
With Boiler , 
Badiators , Etc . 



COVER YOUR HEATING PIPES 
SAVE Vl OF YOUR FUEL BILL 



Aircell 

Asbestos 

Pipe 

Covering 





COSTS 

ONLY 



And Up 
3-Ft. Length 

For covering pipes on steam and hot water heating systems. Prevents 
waste of heat and means a positive saving in fuel. Kasily applied after pipes 
are in place. Sold only in 3-foot lengths, 3-ply thick. Sizes represent inside 
diameter of pipe over.which covering will fit. If you are not sure what size 
to order, see scale of pipe sizes on page 1048. State size wanted. Lacquered 
brass bands are included. Shipped from Factory in Philadelphia Pa 
or Boston, Mass. 42DM4046J4 — Not Prepaid. 



$ 



221 




CASH 



For Pipe 
Size, In. 


| Shpg. Wt., 
Lbs. 


Per 3-Ft. 
length 


For Pipe 
Size In. 


Shpg. Wt., 
Lbs. 


Per 3-Ft. 
Length 


X 


IX 


1 8c 


2 


3X 


30c 


X 


2 


20c 


2X 


4 


33c 


1 




22c 


3 


4X 


37c 


]X 


2X 


25c 


3X 


5 


42c 


IX 


1 3 


27c 


4 


5X 


50c 



Wool Felt 
Pipe Covering 

C 



And 

Up 




28 

3-Ft. Length 

Used on hot and cold water 
pipes to prevent freezing; 
also keeps pipes from sweat- 
ing in warm weather. Min- 
eral felt contains millions of dead air cells per cubic inch and is one of the 
most effective insulators known. For inside use only. Comes in standard 
3-ft. lengths, 5^-inch thick. Bands are included. 

Shipped from Factory in Philadelphia, Pa., or Boston. Mass 
4 2 DM4 0 70 J4— Not Prepaid. State size wanted. 

Per 3-Ft. 
Length 



For Pipe 
Size, In. 


Shpg. Wt., 
Lbs. 


Per 3-Ft. 
Length 


For Pipe 
Size, In. 


Shpg. Wt., 
Lbs. 


X 


4X 


28c 


IX 


7 


X 


5 


31c 


IX 


9 




6X 


35c 


2 


10X 



m 

47c 




Hercules Automatic Pressure 
Relief and Regulator Valve for 
Rot Water Heating Systems 

Maintains a constant pressure in the system, so the 
entire system is always kept automatically filled. Speeds 
up circulation of the water and reduces heat loss. The 
added pressure on the water raises its boiling point, sol 
you can get a much higher temperature in your radiators! 
if necessary. Eliminates the expansion tank altogether.! 
Reduces air pockets in the system. Valve is entirely! 
automatic, admitting more water to the system when 
needed, and allowing surplus water to escape when pres- 
sure reaches a certain point. Valve is simple in design 
and all parts are interchangeable. The body is made of red brass, and all working 
parts are brass. It is equipped with a special filling valve for initial filling of the 
8vstpm fan he installed on old or new jobs, b? * A : — *- ■ — 1 — 



HERCULES 

ROUND BOILER FOR HOMES FROM 
4 to 10 ROOMS FOR STEAM 
OR HOT WATER 



Think of it! A complete steam heating system, including 
boiler, radiators, pipe, fittings and valves for the six-room 
house pictured above for only $248. And this is not an ex- 
ceptional case. It is taken from one of our actual estimates 
and is typical of the savings made by our customers. 

Thrift keeps step with the makers of the quality- proved 
Hercules Round Boilers. Yet the materials and workman- 
ship hold fast to a high quality standard. The unusually 
deep fire pot and scientifically proportioned flue sections 
give this boiler great heating efficiency. Fuel economy is 
gained by the large amount of direct heating surface, and 
by our new smoke consumer, which insures every available 
heat unit being extracted from the smoke before it passes 
out the chimney. All sections, grates, door castings and 
other parts are of rugged construction. The spacious fire 
pot will hold a large charge of coal, permitting slow and 
proper combustion of the fuel. Grate bars are of the rock- 
ing type with long lever shaker handle, easily operated with- 
out stooping. 

Prices given below on steam boilers include steam trim- 
mings complete. Prices on hot water boilers are for boilers 
only without trimmings. Poker and flue brush are included. 
See note on opposite page about Boiler Ratings. 

Shipped from warehouse in Northern Indiana or Central New York, Not 
Prepaid. 

Prices and Specifications, Hercules Round Boilers 

42DM397614 — Hot Water Boiler. State Size Wanted 



Filling Valve 




WE FURNISH |7D 


E >17 SEND US 


ESTIMATES rXl 


Ii L YOUR PLANS 



Grate 

Diameter, 

Inches 


Sections 
Above 
Fire Pot 


Smoke 

Collar 

Size 


Size Tap- 
pings, Feed 
and Return 


Actual 
Load, 
Sq. Ft. 


Rated 

Cap. 


Height to 
Feed 
Outlet 


Shpg. 

Wt., 

Lbs. 


Cash 

Price 


18 


2 


7 in. 


2X 


in. 


250 


750 


40 in. 


775 


$49, 


,50 


18 


3 


7 in. 


2X 


in. 


280 


825 


45 in. 


875 


58. 


.50 


20 


2 


8 in. 


2X 


in. 


350 


1,100 


45 in. 


920 


64. 


.35 


20 


3 


8 in. 


2X 


in. 


375 


1,150 


50 in. 


1,025 


71 , 


.85 


22 ft 


2 


9 in. 


3 


in. 


450 


1,350 


45 in. 


1,065 


74, 


.25 


22 


3 


9 in. 


3 


in. 


500 


1,400 


50 in. 


1,190 


83, 


.00 


25 


2 


9 in. 


3 


in. 


600 


1,600 


46 in. 


1,205 


84, 


.75 


25 


3 


9 in. 


3 


in. 


650 


1,800 


51 in. 


1,365 


95. 


.50 


28 


2 


10 in. 


4 


in. 


700 


2,025 


48 in. 


1,575 


1 io. 


.25 


28 


3 


10 in. 


4 


in. 


750 


2.200 


5-1 in. 


1.785 


1 26. 


.90 



Our heating engineers will gladly plan a complete heating system for 
your building. When writing for our estimate be sure to state whether 
round or square boiler is preferred. Where no preference is stated, square 
boiler will be figured. 

Illustration above shows boiler having three sections above the fire 
pot. These boilers are also furnished with only two sections above the 
fire pot, depending, of course, upon the heating capacity required. 

Estimated Freight Charges on Hercules Round Boilers per 100 pounds: 
150 miles, 37c; 200 miles, 42c; 250 miles, 44c. 



^18 

20 

20 

22 

22 

25 

25 

28 

28 



2 

3 

2 

3 

2 

3 

2 

2 * 

3 



42 DM3 9 77 — Steam Boiler 

7 in. 2 H in. 



7 in. 

8 in. 

8 in. 

9 in. 
9 in. 
9 in. 
9 in. 

10 in. 
10 in. 



2Hin. 
3 in. 
3 in. 
3X i 
3X i 



in. 



31 

3H in. 
3M in. 
4 in. 
4 in. 



150 

175 

200 

225 

275 

300 

325 

350 

400 

450 



State Size Wanted. 



450 
500 - 
650 
700 
800 
850 
950 
1,100 
1,200 
1,300 



45X in. 

50% in. 
53 
58 
53 
58 
53 
58 
50 
56 in. 



For Easy Payment Terms See Page 52 



825 

920 

990 

1,095 

1,125 

1,250 

1,260 

1,420 

1,650 

1,860 



$66.25 

73.75 

79.85 

87.00 

e 7 . 75 
5.50 
98.50 
1 09.80 
1 30.50 
1 50.75 



Read What These Customers Say About Hercules Heating Systems 

Addresses Furnished on Request 

We have our Steam Heating Plant 
that we ordered some time ago in- 
stalled and in operation. We have had 
our house heated to 80 degrees when 
it was from 2 to 4 below. 



We are much pleased with the 
Hercules Steam Heating System which 
we purchased from you. We figured 
that we saved about $150.00 by in- 
stalling your plant. 

We burn soft coal and we are able 
to keep our entire house at 80 degrees 
when the thermometer registers 38 
below zero. 

Mike Biezanski. 

I’ve had the Hercules Hot Water 
Boiler installed in my ten room resi- 
dence, and as a labor and fuel saver, 
and heat producer, it is surely in the 
blue ribbon class. 

I can heat the entire building with 
less coal and effort than I ever could 
with my other plant. 

I asked for bids from a few of our 
local dealers, and the lowest was 
$185.00, which meant a saving to me 
of at least $75.00. 

A. P. Imschweiler. 



I have now my Hot Water Heating 
Plant one year and wish to say that I 
am well pleased with it. 

I installed it myself, and it does all 
that you said it would and even more. 
We simply would not do without it. 

We owe you many thanks for always 
handling our orders with such good 
care. Chas. P. Yackel. 

We have had the use of our Hercules 
Hot Water Plant purchased from you 
since last October, and have had more 
comfort this year than any year since 
we have lived here, which is about 
eleven years. 

The children play on the floors 
which are perfectly warm even on the 
very coldest day. 

Geo. P. Adelman. 



We are well pleased with our heat- 
ing plant and we want to thank Sears, 
Roebuck and Co., for their kindness 
and^romptness, for the good quality 
of the material and workmanship. We 
feel that we have saved about $100 by 
buying our Plant of you. 

Everything fit and went together 
perfectly and I did all of the installing 
by myself. 

Many thanks. 

F. T. Nash. 



. I have installed the Hercules Hot 
Water heating system purchased from 
you and in zero weather find that the 
fire does not need to be forced, to heat 
all the rooms satisfactorily. We are 
more than pleased with its perform- 
ance especially the saving in coal. We 
believe we hafe saved at least $100 in 
the first cost. 

R. E. Snyder. 

The steam heating plant which I 
purchased from you last fall, has 
proved to be perfectly satisfactory. 
We had no trouble whatever in keeping 
plenty of heat during the coldest 
nights, and we are able to heat seven 
rooms for almost the same price that 
we used to heat two. 

I installed the heating myself, and 
probably saved $150. 

Frank Williams. 
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EASY TO CLEAN 



JTTNo good ever comes of buying an Inferior heating plant. 
You know that. Nor can you afford to buy without get- 
ting your money’s worth. Besides the loss, there’s the 
inconvenience, the disappointment and often the danger to 
be considered. But when you buy a superior heat maker like 
the Hercules Square Boiler, you get your money’s worth! 
You get more than that, for the Hercules has the quality 
characteristics of a far higher priced boiler! It’s made for 
folks who would willingly pay much more for continual 
trouble-free service. Yet it is available to everyone! At this 
moderate price, with the new Easy Payment Plan, you, too, 
can own one! Right here and right now. your search for a 
better boiler is over! 

fTFew boilers at any price combine so much beauty with so 
’“much efficient utility. Even without the jacket, the 
Hercules is a heating unit which nears the limit of sound 
value. The attention to details, the quality of materials 
and workmanship, the engineering principles that are care- 
fully embodied in its inner construction, all indicate a great 
capacity for performance — an unusual ability to do its job — 
to heat your home! 
fTThe steel jacket, richly 
*' enameled in red, not only 
gives the Hercules a beauty 
that will transform your 
basement — it also serves a 
very practical purpose. In- 
side the jacket, covering the 
sides and top of the boiler, 
are thick slabs of asbestos, 
acting as a blanket to pre- 
vent heat losses. This pro- 
vides a very effective insulation 
and eliminates the necessity of 
adding the usual coating of ordi- 
nary asbestos cement. Here, indeed, 
is a boiler designed to give perma- 
nent and economical service 1 



GOOD LOOKING? 



ECONOMICAL? 



DISH 

- - Yes! 

- 11 Very ! 



OUTSTANDING 

FEATURES 



We Do Not 
Pay Freight 



Fire pot has ample grate 

area and sufficient 
height to insure proper 
combustion. 

Long flue travel means 

greatest amount of heat- 
ing surface is directly 
exposed to the fire and 
burning gases. 

9 An improved fuel-saving 

v smoke consumer further 
adds to heating effi- 
ciency. 

J Generous size ashpit and 

“ heavy rocking grates, 
clinker-breaking type, 
with a long, convenient 
shaker handle. 

Boiler burns hard coal, 

soft coal, wood or coke; 
also well adapted for use 
of oil burner. 



TERMS AS 
LOW AS 



DOWN 



HERCULES 



STEEL JACKETED BOILERS 



Hercules Square Boilers are assembled in vertical sec- 
tions. The sections are accurately machined to a per- 
fect fit. Sections are interconnected with tapered push 
nipples and held together with draw rods at three points. 
The fire pots are designed with just the right grate area, 
and of sufficient height to insure effective combustion. 
Farther economy is gained by the long fire travel or flue 
passage, so that the greatest area of heating surface is 
directly exposed to the fire and burning gases. An im- 
proved hot blast smoke consumer is built into the firing 
door. 

BOILER RATINGS 

In our boiler specifications we give both the Rated 
Capacity as well as the Actual Load the boiler will car- 
ry. The rated capacity is the manufacturers’ listed rat- 
ing, computed according to accepted standards in the 
heating industry, but makes no allowance for heat losses 
from exposed mains, branches, fittings, etc. It is common 
practice in the heating trade to take about one-half of the 
listed rating as the actual load the boiler will carry. 
Our tables show the actual load so you will know exactly 
how much radiation the boiler will handle. These actual 
load ratings are conservative and are guaranteed, provid- 
ing of course that the amount of radiation has been 
properly figured to heat the building. Our heating engi- 
neers will gladly help you solve your heating problem. This 
service is free. Write and send sketch, for estimate, or ask 
for any information you may need. 



Prices below on steam boilers include steam trimmings complete. Prices on 
hot water boilers are for boilers only without fittings. Boilers are all 58 
inches high over all and take 9-inch smoke pipe. Firing tools include the 
hoe, poker and flue brush with handle. Boilers are shipped by freight from 
factory in WESTERN PENNSYLVANIA, SOUTHWESTERN NEW 
YORK OR CENTRAL NEW YORK, Not Prepaid. Prices are subject to 
market changes. 

Estimated Freight Charges on Hercules Square Boilers per 100 pounds: 150 
miles, 37c; 200 miles, 42c; 250 miles, 44c. 

Prices and Specifications Hercules Square Boilers— Hot Water 



No. 

Sec- 

tions 


Actual 
Load, 
Sq. Ft. 


Rated 
Capacity, 
Sq. Ft. 


Size of 
Fire 
Pot, 
Inches 


42DM3974& 

With Jacket 


42DM3973!* 

Without Jacket 


Shpg. 

Wt., 

Lbs. 


Cash Price 

Not 

Prepaid 


Shpg. 

Wt., 

Lbs. 


Cash Price 
Not 

Prepaid 


5 


440 


850 


17x1614 


1,115 


$ 81.35 


1,045 


S69.25 


6 


540 


1,100 


17x20*4 


1,275 


91 .45 


1,195 


78.35 


7 


640 


1,350 


17x25 


1,425 


103.50 


1,335 


89.65 


8 


740 


1,600 


17x29 


1,590 


1 14.75 


1,490 


99.75 



Prices and Specifications Hercules Square Boilers— Steam 



No. 

Sec- 

tions 



BOILER 
Without Jacket 



Actual 
Load, 
Sq. Ft. 


Rated 
Capacity, 
Sq. Ft. 


Size of 
Fire 
Pot, 
Inches 


42DM3975J4 

With Jacket 


42DM397214 

Without Jacket 


Shpg. 

Wt., 

Lbs. 


Cash Price 

Not 

Pre paid 


Shpg. 

Wt., 

Lbs. 


Cash Price 

Nof 

Prepaid 


280 

325 

380 

435 


500 

650 

800 

950 


17x1614 

17x20)4 

17x25 

17x29 


1,155 

1,315 

1,465 

1,630 


$ 92.50 
102.45 
114.55 
125.65 


1,085 

1,235 

1,375 

1,530 


s 18 :?i 

m-n 



For Easy Payments see Page 52. 
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MODERN 

SANITARY FIXTURES 



OF IMPRESSIVE BEAUTY 



In addition to their apparent beauty, 
the splendid quality and permanent 
durability of these fixtures will prove 
a source of prolonged satisfaction to 
you. You would pay at least one-third 
more elsewhere, but you would not get 
better qualityl 

All of our porcelain enameled plumb- 
ing ware carries the Triple A-A-A seal 
which establishes a definite guarantee 
of quality. Furthermore, they must 
first pass strict inspection under the 
standard grading rules of the Enamel 
Sanitary Ware Manufacturers’ Asso- 
ciation. When you buy Triple A-A-A 
enameled ware, you are assured of high 
grade castings, standard sizes, modern 
designs, and a hard glossy surface that 
is as durable as it is attractive. 

You can easily install these bathroom 
outfits yourself and make an added saving. 
Our complete Plumbing Instruction 
Book, PD7777MP, sent free on request, 
illustrates and explains every step, so 
that anyone can do the work. 

All bathroom outfits on this and the 
opposite page are shipped from Cen- 
tral New Jersey. Allow three to 
four weeks for shipment of colored 
ware, and be sure to state color 
wanted. White fixtures are shipped at 
once. We Do Not Pay Freight. 

Estimated Freight Charges, bath- 
room outfits per 100 pounds: 150 miles, 
70c; 200 miles, 82c; 250 miles, 86c. 



RICHELIEU BATHROOM OUTFIT 



You immediately sense an atmosphere of true refinement in this charming bath- 
room outfit. Illustrated above in the most favored shade of Green, it is also furn- 
ished in Ivory, Orchid or White. In quality of materials, in every manufacturing 
process, we have spared nothing to make this bathroom set the best obtainable at 
its price! 

Tub and lavatory are made of heavy cast iron, double coated with genuine Triple 
A-A-A porcelain enamel. 



Not Prepaid. See note at top of page for shipping information. 

Outfit complete with tub fittings at left end and lavatory pipes to wall. 

Length of tub 4H Ft. 5 Ft. 5 14 Ft. 

Shipping weight, pounds 765 803 856 

4 2 DM700 3 14 — White S 95.95 $ 96.25 S 99.25 

42DM7803J4 — Colored 128.65 128.90 132.70 



Bathtub is full recess type, designed to be built in on one side and both ends. Waste 
and supply fittings concealed in the wall, with cross handle controls as illustrated. Tub 
is 31^ inches wide over all; allow J^-inch for building into wall. 

Lavatory has a large roomy top, 20x24 inches, with llxl5-inch bowl. Compression 
faucets indexed, trap and supply pipes to wall, and improved pop-up waste. 

Closet is strictly "A Grade” vitreous china, twice fired and deeply glazed. It has a 
large water trap and employs the genuine siphon jet principle, giving a very quiet though 
positive flushing action Offset flush pipe and J^-inch supply pipe to floor. Seat and cover 
are strongly made of hardwood, coated with hand rubbed celluloid. 

All fittings are made of brass, chromium plated on colored outfits; nickel plated with 
white fixtures. 



Outfit complete with tub fittings at right end and lavatory pipes to wall. 

Length of tub 4H Ft. 5 Ft. 5H Ft. 

Shipping weight, pounds 765 803 856 

42 DM700014 — White S 95.95 S 96.25 $ 99.25 

4 2 DM 7800 !4 — Colored 128.65 128.90 132.70 

If wanted with supply and waste pipes threaded for iron pipe add $1.00 extra. 
For Easy Payments see page 52. 

When ordering colored outfits be sure to state color desired. 

For concealed shower outfit, complete, as illustrated on page 31, add $15.00. 
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PLYMOUTH 
BATHROOM OUTFIT 

There is pleasure, pride and comfort in owning this de luxe 
Plymouth Bathroom Outfit. Its cheering beauty brings the spirit 
of sunshine into your home, and true distinction of design sets 
these fine appointments apart from others sold elsewhere at any- 
where near this low price Furnished in Ivory, Green, Orchid or 
White. All fittings are made of brass, chromium plated on colored 
outfits; nickel plated for fixtures in white. Genuine porcelain 
enamel. Triple A-A-A quality, permanently fused on tub and 
lavatory China closet is twice fired and deeply glazed. 

Bathtub, cast in one piece, genuine porcelain enameled. De- 
signed to be built m solid in corner of room. Tub is 31 inches 
wide over all at top; allow %-inch. for building into wall. Waste 
and supply fittings concealed in wall, with cross handle controls 
as illustrated. 

Lavatory, attractive square pedestal design, 20x24-inch top, 
llxl5-inch bowl Inside top and apron of lavatory as well as the 
pedestal arc genuine porcelain enameled . Improved pop-up waste, 
quick compression faucets with handles marked “Hot” and “Cold,” 
two Ji-inch supply pipes, and trap to floor or wall. 

Closet, vitreous earthenware tank and bowl, of improved reverse 
trap design Strong twin jet flushing action Hardwood seat, coat- 
ed with hand rubbed celluloid in coloi to match outfit. 

Not Prepaid. See note at top of page. 



Outfit with Lavatory Pipes to Wall 

Length of tub 5 Ft. 5 H Ft. 

Shipping weight, pounds 830 875 

Complete with tub for right hand corner, as illustrated, ^ 

42DM701 0!4 — White $ 96,75 S 99.95 

42DM7810J4 — Colored 130.85 134.90 

Complete with tub for left hand corner. __ __ _ _ 

42DM701 1 !4 — White 96. 75 99.95 

42DM781 1 14 — Colored 130.85 134.90 

Outfit with Lavatory Pipes to Floor 
Length of tub 5 Ft. 5 H Ft. 

Shipping weight, pounds 830 875 

Complete with tub for right hand corner. 

42DM7012J4— White .. . . S 97.50 $100.70 

4 2 DM781 2!4 — Colored 131.85 135.90 

Complete with tub for left hand corner 

42DM701 3J4 — White 97.50 100.70 

42DM781 3 !4— Colored 131.85 135.90 

If wanted with waste and supply pipes threaded for con- 
necting to iron pipe, add $1.00 extra. 

For Easy Payments see page 52. 

For concealed shower outfit, complete, as illustrated on page 
31, add $15.00. 




TERMS AS LOW AS 



PER 

MONTH 



DOWN 
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YOU NEEDN’T PAY ALL CASH 

A Small Amount Per Month Equips Your Bathroom 




TERMS 
AS LOW AS 



PER 

MONTH 



OUTFIT COMPLETE 

4 m EA AND Ul 



cash COLOR] 



DELMAR BATHROOM OUTFIT 

In the ever popular Delmar combination, nothing is spared in 
quality of materials or in careful workmanship, to make it quite 
the equal of many similar outfits sold elsewhere up to one-third 
more. You, can save the difference! Designed with special thought 
to the needs of the average home and the size of the average purse. 

Bathtub is 30 inches wide over 3-inch roll rim; 16}$ inches deep. 
Height from floor to top of tub, 22 inches. Cast iron, coated inside and 
over rim with glistening white porcelain enamel, outside painted one 
coat of white filler. Quick compression bath faucet, 1 %-inch connected 
waste and overflow, and supply pipes to floor. 

Lavatory, one-piece cast iron, white porcelain enameled. Size, 17x19 
inches, 6-inch back and deep apron. Bowl, 10}$xl 3}$ inches. Compres- 
sion faucets, 1 }$- inch trap, and }$-inch supply pipes to floor or wall. 

Closet, white vitreous china tank and bowl, siphon washdown action. 
Improved brass flushing mechanism, copper ball float and china flush 
lever. Supply pipe to floor and 2-inch slip joint elbow flush pipe to bowl. 
Seat, polished mahogany finish with solid brass bar hinge. 

All trimmings are of brass, nicely nickel plated. 

Shipping weight, 548 pounds. 

Not Prepaid. See note at top of opposite page. 

42DM7030!4 — Outfit complete, with 4}$-foot tub, 1 QA 

lavatory and closet, with lavatory pipes to wall 

Same as above, except with 5-foot tub $51.95 

Same as above, except with 5 }$-foot tub 55.45 

4 2 DM7032 'A — Outfit complete, with 4}$-foot tub, lavatory and 

closet, with lavatory pipes to floor $52.65 

Same as above, except with 5-foot tub 52.70 

Same as above, except with 5 }$-foot tub 56.25 

If wanted with supply and waste pipes threaded for iron pipe, 
add $1.00 extra. 

For Easy Payments See Paste 52 
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AVALON BATHROOM OUTFIT 
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Appealing beauty and faultless taste are inherent in this im- 
maculate bathroom set. Similar to the Plymouth shown on op- 
posite page, except that the tub has exposed fittings. This type 
installation is recommended where the built-in end of the tub is 
in an outside wall, to avoid placing supply and waste pipes in the 
outside wall where they might freeze. 

Complete outfit is furnished in Orchid, Ivory, Green or White. 
Fittings are all brass, chromium plated on colored fixtures; nickel 
plated when outfit is furnished in white. 

Bathtub is one piece cast iron, double coated with genuine 
Triple A-A-A quality porcelain enamel. Corner design built-in 
tub, 5 feet long and 31 }$ inches wide over all at top; allow J$-inch 
for building into wall. Standing waste and supply pipes at ex- 
pose i end of tub as illustrated. 

Lavatory, modern pedestal design, genuine porcelain enam- 
eled. Top is 20x24 inches; bowl, 11x15 inches. Compression fau- 
cets, pop-up waste, trap and supply pipes to wall. # 

Closet tank and bowl are twice fired vitreous china. i\ew de- 
sign reverse trap bowl, with large water area and strong twin jet 
flushing action. Tank has improved brass flushing mechanism, 
supply pipe to floor, and 2-inch elbow flush pipe. Seat and cover 
made of hardwood, coated with hand rubbed celluloid. Shpg. 
wt., 830 lbs. 

Not Prepaid. See note at top of opposite page. 

Outfit with Lavatory Pipes to Wall. 



$100.25 

$138.50 



Complete with tub for left hand corner. 

42DM704 1 'A — White 

42DM7841 ‘A — Colored 

Complete with tub for right hand corner. 

4 2 DM 70 4054 — White $100.25 

42DM7840 (4— Colored . ... 138.50 

Outfit with Lavatory Pipes to Floor. 

Complete with tub for left hand corner. 

4 2 DM 70 4 3 !4 — White $100.95 

4 2 DM 784 3 !4— Colored 139.50 

Complete with tub for right hand corner. Q - 

42DM7042J4 White 39*50 

42DM7842 A— Colored \T7 r • 

If wanted with waste and supply pipes threaded for iron 
pipe add $1.00 extra. For Easy Payments see page 52. 

Be sure to give color desired. 
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CLIFTON BATHROOM OUTFIT 

To own our Clifton Bathroom Outfit is to discover new Sears-Roebuck 
value, and new Sears-Roebuck economy — for the Clifton holds fast to quality 
standards only equaled elsewhere at much higher cost. If you want sanitary, 
easy to keep clean bathroom fixtures, and a real saving besides, by all means 
choose the Clifton 1 

It’s so easy to buy on our special Time Payment Plan. See page 52. 

Bathtub, dustproof base type. Solid cast iron, inside double coated with 
white genuine porcelain enamel, outside painted one coat of white iron filler. 
Width, 30 inches; height, 22 inches; inside depth, 16}$ inches. Nickel plated 
standing waste with china lifting knob, nickel plated supply pipes to floor, 
rapid compression bath faucet with white china handles. 

Lavatory, 18x24 inches with 10-inch back, deep apron, llxl5-inch bowl. 
Cast iron, heavily glazed with genuine white porcelain enamel. Indexed com- 
pression faucets. 1 V\ -inch trap and H - inch supply pipes to wall or floor. All 
fittings are nickel plated brass. 

Closet, white vitreous china tank and bowl. Siphon washdown type, latest 
flushing mechanism with copper ball float. China flush lever Supply pipe to 
floor and 2-inch elbow flush pipe of nickel plated brass. Polished mahogany 
finish seat with solid brass bar hinge, nickel plated. 

Shipping weight, 705 pounds. 

Not Prepaid. See note at top of opposite page. 

4 2 DM7020 14 — Outfit complete, with 4 }$-foot tub, lavatory $({7-25 
and closet, with lavatory pipes to wall v v 

Same as above, except with 5-foot tub $67.50 

4 2 DM 70 2 2 14— Outfit complete, with 4}$-foot tub, lavatory and 
lavatory pipes to floor *68.00 

Same as above, except with 5-foot tub _• 68.26 

If wanted with waste and supply pipes threaded for connecting to iron 
pipe allow $1.00 extra. 

For Easy Payments see page 52. 
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EASY PAYMENTS 
LOW $ 00 , 
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CLOSET 

SEATS 

in 

COLORS 



New modern closet seats, in gleaming white or beautiful 
colors. Made of solid birchwood, with heavy coating of genuine hand 
rubbed celluloid. Sanitary, easy to keep clean. Also furnished in 
wood, oak or mahogany finish, beautifully polished. Solid brass bar 
hinge, heavily nickel plated, fits any closet. First five seats listed 
below are regular oval design, like illustration above at right. 

42 D1 864K — White, Postpaid $4.45 

42D1 865M — Green, Postpaid 4.50 

4 2 D 1 868 l /i — Orchid, Postpaid 4.50 

4 2 D 1 86 6 14 — Golden Oak, Postpaid 2.50 

42 D1 86 714 — Mahogany finish, Postpaid 2.50 

42D1 86914 — Open front seat, like small -illustration above 
at left. White only. Postpaid $4.80 



Steel 

Bathroom 

Cabinet 

Steel bathroom cabinet with 
charming plate glass Venetian mir- 
ror which completely conceals the 
cabinet. Mirror is daintily etched, 
and attached with attractive metal 
rosettes. White enameled cabinet. 

42D30014 — Steel cabinet to 
recess in wall opening 14x18 inches, 
4 inches deep; with 2 glass shelves 

and 16x24 inch mirror. $13.50 

42D307'/4 — Steel cabinet, 
white enameled finish, to hang on 
wall, 12x18x5 inches, outside meas- 
urement; mirror, 12x20 inches; 2 
steel shelves. <£*7 

Postpaid •VO 



For Prices and Descrip- 
tion of Above Sink and 
Gas Heater at Right see 
Opposite Page. 



You will appreciate the advantages of this handsome swing 
spout faucet. With it you can easily regulate water to any 
temperature you desire. Faucet has wide adjustment from 
3J4 to 9 inches, center to center of supply pipes; will fit any 
standard sink. Made of solid brass, heavily plated with 
chromium; compact design. Furnished with or without soap 
dish. Beautiful hammered metal effect with china handles 
lettered “Hot” and “Cold” and low design china soap dish. 

4 2D399 — Faucet with soap dish. Postpaid .... $4.95 
4 2 D 3 9 8 — Faucet without soap dish. Postpaid . 4.55 



De Luxe Opal Glass Shell 



Opal, white or colored 
glass shelf with ground 
edges and corners. Por- 
celain enameled brackets 
to match. Postpaid. 



Size. White Green Orchid 

Inches42D288 42D7288 42D8288 
5x18.. $1.25 $1.30 $1.30 

5x24.. 1.50 1.55 1.55 



4 



De Luxe Towel Bars 

Bar and brackets are porcelain enameled. Postpaid. 



-in. diam. White Green Orchid 

42D290 42D7290 42D8290 
15 in. long 60c 60C 60C 

18in.long 64c 64c 64c 

24 in. long 76 C 76c 76C 



in. diam. White Green Orchid 
42D289 42D7289 42D8289 

18 in. long $0.76 $0.76 $0.76 
24 in. long .90 .90 .90 

30 in. long 1.00 1.00 1.00 



$495 

Postpaid 



SINK MIXING FAUCET 



Pearl Closet 
Seats 

Modern closet seats in white or 
beautiful colors with pearl effect. 
These closet seats are sanitary, 
durable and moisture-proof. Will 
not chip, peel or discolor under nor- 
mal use. Brass bar hinge, chrome 
plated, will fit any standard closet 
bowl. Postpaid. 

42D1 873— White. $1 3.75 
42 D 1 874— Green . 13.75 

4201 875—0 ■ ‘ 



-Orchid, 13.75 



Mai 



Made of soft springy rubber, this 
bath mat is sanitary, easy to keep 
clean. Jade green with corner de- 
sign in white. Size, 18x30 inches, 
with rounded corners; full %-inch 
thick. Can be used also as a kneel- 

420264— Postpaid. $2*45 



De Luxe 
Tumbler 
Holder 

Porcelain enam- 
eled white or colors. 

Postpaid. 

42D285 AtZg* 

White TOC 

42D7285 

Green. . . 45C 

42D8285 

Orchid 45 C 

For tumbler see 
opposite page. 



Well made of steel, 
enamel finish. Non-slip 
covered top, 11 inches 
across: rubber tipped 

legs, 15 in. high. 
Postpaid . 

W?i?e D202>4 $1.58 

g4 2 „ 07202,/< S1.S8 

42D8202 Va „ _ 
Orchid 1.58 



De Luxe 
Wall Soap 
Dish 

Cast iron porcelain 
enameled bracket with 
removable opal glass 
tray. Size, 4%x5 >4 
inches. 

Postpaid. 

42D284 7 tZp 

White lUt 

42D7284 

Green 75C 

42D8284 

Orchid 75c 



SHOWER 

BATH 

OUTFIT 



42D220!4 

With orchid curtain. 0*7 ^IZ 

Postpaid Vlslil 

42D221 Va — Same as above, except color of curtain is Nile 
Green. 7 fZ 

Postpaid V|#lw 

42D222 /a — Same as above, except curtain is heavy 8-ounce 
double fified White duck. 

42D224I4 — Shower outfit only, less curtain. /% ffA 

Postpaid ‘lavvl 



This shower bath outfit con- 
sists of 24-inch curtain ring with 
shower head and bracket for at- 
taching to wall, as well as rubber 
tube with handy slip-on faucet 
connection. The face of the 
shower head is easily removed for 
cleaning. Metal parts are made 
of brass, nicely nickel plated and 
polished. Furnished complete with 
beautiful orchid or green rubber- 
ized curtain, size, 6x6 feet, with 
nickel plated curtain hooks and 
screws for fastening curtain ring 
to wall. Note that with this type 
shower you can avoid wetting the 
hair if desired. 



Shower Bath Curtains 
In Beautiful 
Colors 

Shower Bath Curtains to suit the 
conservative as well as the more ela- 
borate interior are listed in fine quality 
Rubberized rayon fabrics made to con- 
form with the most rigid specifications. 

4 2 D2 17 14 — Standard 6x6-ft. rub- 
berized shower curtain, for use on por- 
table or built-in shower outfit. Beauti- 
ful Nile Green color, with attractive 
pattern in same shade. Curtains are 
hemmed and stitched on all sides and 
have nickel plated grommets or eyelets 
along top edge. 



Postpaid 

42D2 1 514- 

color is Orchid. 

Postpaid . . . . 



-Same as above, except 

$4.75 



mm 



28 



590 
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Mayfair “Three 8’s” Sink 

Illustrated on Opposite Page 



This sink will add beauty to your modern kitchen. 

Its spacious sink compartment and two drain boards 
make for double efficiency and convenience. Sink is 8 
inches deep with a low 8-inch back and 8-inch apron. 

Designed especially to be placed under windows 
Equipped with a special combination top spout sink 
faucet, double removable 5-inch cup strainer, two \ Month 
porcelain enameled adjustable legs and trap to floor 
or wall. Heavy cast iron, coated with genuine Triple 
A-A-A porcelain enamel in White. Green. Orchid or Ivory State 
color wanted. For illustrations of enameled ware in Orchid and Ivory 
colors, sec pages 26 and 27. All fittings are brass, heavily chromium 
plated. For other sinks see pages 34 and 35. * 

Entire length. 60 inches. Shpg. wt., 380 lbs. Not Prepaid. 

Sink complete with trap 42DIV15 1 80% — White ....$58*90 

to walk 42PM5 880V3— Colored ... 72.40 



Terms as 
Low as 

$ d 5 



Sink complete with trap 
to floor. 



42DIV15 1 81 '/a— White . 
4 2 DM 5 881 %— Colored 



59.90 

73.40 



Sink with legs 
strainer, no fittings. 



42DM5 182/n 
4 2 DM 5882*73- 



-White . 
-Colored 



49.90 

62.40 



Shipped from Central New Jersey. Not Prepaid. Allow three to 
four weeks for shipment of color enameled sink. 

For Easy Payments, sec page 52. 



o#*S22-*5SP 



MONTH 



Brings You This Improved 
Automatic Gas Water Heater 

Illustrated on Opposite Page 

Beauty and high operating efficiency are combined in this fine 
quality Automatic Storage Gas Water Heater. Compare it only 
with the best, but save the difference! With an improved posi- 
tive acting safety control and with genuine aircell asbestos in- 
sulation entirely surrounding the tank, it offers value out of all 
proportion to our low price. Entirely automatic in operation 
and very economical of fuel. Gas is consumed only according to 
hot water used. When the water in the tank is heated to the 
proper degree, the gas is turned down automatically, leaving 
only a low pilot light. Heat from burner passes up through 
inner flue containing baffle plate, which doubles the flue gas 
travel. A heavy thickness of genuine aircell asbestos insulation 
holds the heat in and saves fuel. 

Tested and Approved by A. G. A. 

Hercules Water Heaters are approved by the American Gas 
Association. Made of high grade copper bearing metal, double 
extra heavy, tested to 300 pounds pressure. Burner is cast in one 
piece in accordance with principles of construction recommended 
by the Bureau of Standards. Inner flue is of large diameter, giv- 
ing about 300 square inches of heating surface. Snap action ad- 
justable thermo valve, and automatic safety pilot provided as 
regular equipment. Water connections threaded for 34-inch pipe. 
Heater is beautifully finished in green and cream. Burns natural 
or artificial gas. State which type burner is wanted. 

42DM 1810*4 — With 20-gallon tank capacity. <£QG G £ 

Shipping weight, 200 lbs. Not Prepaid Cash Price 

Time payment price, $5.00 Down, $5.00 a month $43-95 

42DM181 1*4 — With 30-gallon tank capacity. <C/fG QtZ 

Shipping weight, 270 lbs. Not Prepaid. Cash Price 

Time payment Price. $5.00 Down, $5.00 A Month $54*85 

When ordering on Easy Payments, Use Time Payment Order Blank 
Enclosed. 



BATHROOM TRIMMINGS 

Now furnished in beautiful colors as well as in white, these De Luxe 
Porcelain Enameled Fixtures will add a touch of cheer and smartness to 
any bathroom. Hard smooth finish; easy to clean. Enameled capped screws 
included. For actual colors see soap dish, towel bar, etc. on opposite page. 




De Luxe 



Tumbler 



Plain white or col- 
ored glass. 

42D231 

White 

Postpaid 1 Oc 

42D7231 

Green 

Postpaid 1 Oc 

42D8231 

Orchid 

Postpaid 1 Oc 



De Luxe 
Double 

Bathrobe Hook 
42D291 

White, each. . . 1 5c 
)4 doz 85c 

42D7291 

Green, each ... 1 5c 

>4 doz 85c 

42D8291 

Orchid, each. . . 1 5c 

)4 doz 85c 

We Pay Postage. 



De Luxe Bathtub 
Soap Dish 

Hangs over rim of tub. 
Size, 3)4x4)4 in. 

42D293 

White. Postpaid 85c 

42D7293 

Green. Postpaid 85c 

42D8293 

Orchid. Postpaid 85c 




De Luxe 
Toothbrush 
Holder 
42D292 

White 

Postpaid 27c 

42D7292 

Green 

Postpaid 27c 

42D8292 

Orchid 

Postpaid 27c 

Holds 5 brushes. 
Brush is not in- 
cluded. 



De Luxe Toilet Paper 
Holder 

Has black wood roller; 
hard porcelain enameled 
brackets. 

42 D281— White 

Postpaid 30c 

42D7281 — Green 

Postpaid 30c 

42D8281— Orchid 
Postpaid 30c 



De Luxe Tooth- 
brush and 
Tumbler Holder 
42D286 

White 

Postpaid 64c 

42D7286 

Green 

Postpaid 64c 



42D8286 

Orchid 

Postpaid 64c 



Bevel Plate Mirrors 



$QL 5 

■ anti 

\W up 

Postpaid 



high quality 
polished and 
beveled 
plate glass. 
Frames are 
of wood, ap- 
proximately 
1)4 in. wile, 
and are 
beautifully 
finished i n 
snow white 
enamel. 
These fine 
quality mir- 
rors are es- 
pecially ap- 

P rop riate 
or bath- 
rooms. 




420299% 

12x16 inches. . 
12x20 inches. . 
14x24 inches . . 



Each, Postpaid. 

$3.85 

4.75 

6.40 



Clear Crystal Glass Towel Bars 




Have Nickel Plated Brass Posts. 



42D250 

Yi in. in diameter. 
We Pay the Postage. 

15-in. length . . 70c 
18-in. length. . . 72c 
24-in. length. . . 78c 



42D251 

1 in. in diameter. 
We Pay the Postage. 
18-in. length. . $ 1 ,05 
24-in. length. . 1.15 

30-in. length . . 1.30 



Nickel Plated Brass Towel Bars 




42D242 

H in. in diameter. 
We Pay the Postage. 
15-in. length . . .52c 
18-in. length. . .55c 
24-in. length. . .63c 



42D243 

% in. in diameter. 

We Pay the Postage. 

15-in. length 63c 

18-in. length 66c 

24-in. length 78c 




42D2654 — Clear Crystal Glass Shelf. 

Plate glass with bulb edge at front, prevents 
articles rolling off. Nickel plated brass 
brackets. 

We Pay the Postage. 

5x18 in 95c; 5x24 in $1.10 




42D266!4— Crystal Glass Shelf and 
Towel Bar. Same as 42D265)4, except has 
glass towel bar under shelf. 

We Pay the Postage. 

5x18 in $2.25; 5x24 in $2.35 



Soap Holder 

Nickel plated frame with 
removable opal glass dish. 
Size, 4x5 >4 inches. 

42D21 3 

Postpaid 



72c 




<g> <g> 




42D219 

Postpaid. . . . 



Soap Dish 

Nickel plated brass. Held 
between faucets with 
springs. Size, 4)4*6 inches. 

78c 



Bathtub Soap Dish 

Nickel plated. Fits over 
rim of tub. Size, 4x5)4 
inches. 



42D223 

Postpaid. . . . 



72c 





Toilet Paper Holder 

Made of brass, nickel 
plated, with black wood 
roller. Postpaid. 

42D276*. 25c 



Have a Cooling 




Shower 
in Any 
Bath Tub 



Friction Shower Only 
Brush 

A new improved shower bath 
brush that adds a delight to the 
bath. B rush contains only the best 
of bristles, carefully inspected, POSTPAID 
twisted wire frame; bristles can 
not come out. Quality is insured. 

Has ivory handle with five feet of rubber hose 
attached. Will fit any standard faucet. A 
perforated core in center of brush produces a 
steady spray of water. Hose is included as 
regular equipment. 

4 2 D 2 7 4 — Postpaid $1.98 




YOU CAN ADD 




A complete shower unit that can be used with any 
style built-in tub. Easy to install. No cutting into 
walls, nothing complicated. Simply remove the tub 
spout and attach the unit as shown. Complete with 
slio>ver head, pipe, wall brackets and spout with diverter 
valve for turning water into shower or tub as desired. 
All nickel plated brass. We Pay the Postage. 



42D232'4 — Shower unit only, without curtain, 
holdback, or curtain rail, for over rim tub 

filler $6.75 

42D2334 — Same for spout in tub. . . . 6.85 

Curtain, curtain rail, etc. for above shower. 
42D234 — Green rubberized curtain, holdback, and 

curtain rail for 5-foot recess tub $5.25 

42D235 — Same for 5)4-foot recess tub 5.65 
42D236 — Same for 5-foot corner tub. . 9.00 

42D237 — Same for 5)4-foot corner tub 9.50 




Here is your chance to have a luxurious shampoo or 
a delightfully refreshing shower after your bath, with 
just the use of this high grade spray. Has a 3-mch 
spray head, nickel plated brass, with rubber ring pro- 
tector, easily attached to bathtub faucet. Five feet of 
)4-inch finest quality red rubber tubing is attached to 
spray head. CG i* 

42D258— Postpaid OsFC 



The Knickerbocker "Junior” Shower Bath Spray, 
similar to above, except has detachable perforated rub- 
ber massage brush and 2)4-inch perforated brass spray 
head, will entice you to bathe just in order to have the 
enjoyment of an invigorating shower massage. Brush 
is made of high grade rubber and slips over metal spray 
head. Water flows out through rubber teeth of massage 
brush. This method of applying both water and brush 
to the skin cleanses the pores and stimulates the circu- 
lation. Tubing is made of fine quality red rubber. 

42D267 — Postpaid 98c 
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Tub with fittings for 
left hand corner. 



42WVI4171 , /3— White. $51.75 
42DM4871 »/ 3 — Colored. 66-20 



$55-10 

70-35 



Tub with fittings for 
right hand corner. 



42DM4 1 70 , /a— White. . 
4 2 DM 4 8 70 »/ 3 — Colored. 



51 .75 
66-20 



55.10 
70- 35 



For iron pipe threads, add 50c to price of tub complete. 
See Page 52 for Easy Payment Terms. 



ATED 



PORCELAIN ENAMELED 
IN WHITE OR COLORS 

Venetian Built-in Corner Bathtub 

Presented now in gleaming white or striking colors, this is a truly 
modern tub which rivals the most expensive patterns on the market, 
and makes you a handsome saving besides. 

The Venetian is made of heavy cast iron in one piece, coated with 

f enuine Triple A-A-A porcelain enamel in White, Green, Orchid or 
vory — a hard, glass-smooth surface permanently fused on. For 
illustrations showing actual colors, see pages 26 and 27. Waste 
and supply fittings are solid brass, concealed in the wall. All ex- 
posed fittings on white tubs are nickel plated; on colored tubs 
the fittings are chromium plated. A concealed shower outfit as 
illustrated on opposite page can be had for $15.00 extra, complete. 
Wl ,, T, of tub >. 31 ^ inches over all; allow ^-inch for building into 
wall. Illustration shows tub for left hand corner. 

Not Prepaid. See note at bottom of page. 

Be sure to give color desired. 

Tuhs with snout on inside of tub, concealed overflow, and waste con- 
trolled by handle on wall. No chain or rubber stopper necessary. 

Length of Tub 5 ft. ’ 5 Y, ft. 

Shpg. wt., lbs 514 564 

Tub with fittings for 42DM4 1 73 , / 3 — White. . $54.75 $58.10 

left hand corner. 4 2 DIVI 4873 14— Colored. 67-45 71-60 



Tub with fittings for 
right hand corner. 



42DM41 72!4— White.. 54-75 
4 2 DM 4 87 2 Va— Colored. 67-45 



58-10 
71 .60 



Tub only, 
hand corner. 



42DM417514— White.. 
4 2 PM 487 5/4 —Colored . 



41 -75 
52-20 



45.10 

56-35 



Tub only, 
hand corner. 



for right 



42DM41 74'/ 3 — White.. 
42 DM4874 H — Colored. 



41 .75 
52.20 



45.10 

56-35 



Tubs with over-rim spout, mixing valve, connected waste and overflow 
with chain and rubber stopper. For Trip Lever Waste and Overflow, as 
illustrated on opposite page, add $2.75 extra. 




Alhambra Built-in Recess Bathtub 

The distinctive appearance of this alluring bathtub will appeal with force to dis- 



m White, ureen. Orchid or Ivory, fused on heavy cast iron. For illustrations 
showing actual colors of enameled ware, see pages 26 and 27. Waste and supply 
fittings, all brass, are concealed in the wall. All exposed fittings on white tubs 
are nickel plated; the fittings on colored tubs are chromium plated. 

Add $15.00 extra for concealed Shower Outfit as shown on opposite pagei complete 
with controls, curtain, etc. 

Tub is 31 J4 inches wide overall; allow %-inch for building into wall. Illustration 
shows tub with fittings at right end. Be sure to state color wanted. 

Not Prepaid. See note at bottom of page. 

Tubs with spout on inside of tub, 

handle on wall, as illustrated. No clia 

Length of Tub . 

Shpg. wt., lbs 445 

With fittings at right hand end. 

42 DM41 62/4 — White 

4 2 DM 4 86 2*4— Colored 60-85 

With fittings at left hand end. 

42DM4163‘/ 3 — White 49-45 

4 2 DM48 6 3 %— Colored 60-85 

Tub only, without fittings. Has op 

42T)M4164 , / 3 — White 

42DM4864 1 /4— Colored 

Tub only, without fittings. Has op« 

42DM4165 , / 3 — White 

4 2 DM 4865 ‘4- —Colored 

Tubs with over-rim spout, mixing valve, connected waste and overflow, with chain 
and rubber stopper. For Trip Lever Waste and Overflow as illustrated on opposite 
page, add $2.75 extra. 

With fittings at right hand end. 

42DM4160'4— White $46-45 

42DM4860V 3 — Colored 59-60 

With fittings at left hand end. 

4 2 DM41 61 ‘A— White 46-45 

42DM486 1 ^—Colored 59-60 

For iron pipe threads add 50c to price of tub complete. 

See Pago 52 for Easy Payment Terms. 



jaled overflow. 


and waste 


controlled by 


stopper .necessary. 






5 ft. 


S'A ft. 


445 


484 


536 


..$49.45 


$49.70 


$52.80 


60-85 


61 .10 


65-00 


.. 49.45 


49.70 


52.80 


60-85 


61.10 


65.00 


5 for fittings at 


right end. 




..$36-45 


$36.70 


39.80 


45-60 


45.85 


49. 75 


for fittings at left end. 




$36-45 


$36.70 


39.80 


45-60 


45-85 


49.75 



$46-70 

59-85 



46-70 

59-85 



$49-80 

63-75 



49-80 

63.75 



WHEN ORDERING PLEASE NOTE : 

All bathtubs on this and the opposite page, except the white Sheet Steel 
bathtub, are shipped from CENTRAL NEW JERSEY. White tubs are shipped 
promptly. Allow three to four weeks for shipment of color enameled tubs. 

Read specifications carefully as to tubs with fittings for right or left end, 
etc., and be sure to order correctly. 

WE DO NOT PAY FREIGHT 

Estimated freight charges on cast iron bathtubs per 100 pounds: 150 miles, 
70c; 200 miles, 82c; 250 miles, 86c. 




Roanoke Built-in Recess Bathtub 

The pleasing appearance of this smart built-in tub at our low price is proof 
that beauty and matchless quality do not necessarily mean high price. Made 
of heavy cast iron, covered inside and over rim with fused-on white porcelain 
enamel. Triple A-A-A quality. Outside is painted one coat of white iron 
filler. Mixing valve ana over-rim spout, concealed waste and overflow with 
chain and rubber stopper. For Trip Lever Waste and Overflow as illustrated 
on opposite page, add $2.75 extra. Illustration shows tub with fittings at 
right hand end. Be sure to order correct tub. Add $15.00 extra for Concealed 
Shower Outfit as illustrated on opposite page, complete with controls, curtain, 
etc. Not Prepaid. See Note at bottom of page. 

Length of tub 4J4 ft. 5 ft. 



Shipping Weight, lbs . 374 420 

42 DM 4 1 50/4 — Tub with fittings at rightend.$42 -40 $42.65 
I l A — Tub with fittings at left end. 42.40 42-65 

2 %—‘ Ti 



5J4 ft. 

. 465 

$45-10 

45-10 



11 50/4 — Tub with fittings at right end. 

4 2 DM41 51 Vz — Tub with fittings at left em‘ 

_42DM4 1 52'A— Tub only, without fittings. 

Has openings tor fittings at right hand end.,.. 31-80 32-00 34-50 

42DM4153% — Tub only, without fittings. „ . _ _ _ , 

Has openings for fittings at Teft hand end 31-80 32-00 34-50 

For iron pipe threads add 50c to price of tub complete. See Page 52 for 
Easy Payment Terms. 




TERMS AS LOW AS 



Marquette Sanitary Base Bathtub 

Made of cast iron with dustproof base. White porcelain enameled inside and over 
rim; outside painted white. Width, 30 inches; depth inside. 16 inches; height, 22 
inches. Standing waste with china knob, bath faucet and supply pipes. 

Not Prepaid. See note at left. For Easy Payments see page 52. 

Length of Tub 4^ ft. 5 ft. 

Shipping weight, pounds 327 380 

42DM41 20'j — Tub complete with fittings $37.85 $38.10 

42DM4121‘/ 3 — Same, but with connected waste and over- * 
flow like Brookside tub on opposite page, using chain and rub- 

^4iDl841 22 %-fub only, " ! ! !! ! ! f | .f | g|.?g 

For iron pipe threads add 50c to price of tub complete. 
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EASY TERMS 



Rockbottom Prices — The 
Lowest in Years! 

This bathtub, one of our most popular models, is at this low price a 
most unusual value. Made of heavy cast iron, coated inside and oyer 
rim with genuine white porcelain enamel. Outside is painted white. 
Depth, 1654 inches; height, 22 inches. Regular 30-inch width, or 
narrow 26-inch width, to fit any size bathroom. Quick compression 
bath faucet with white china handles, connected waste and over- 
flow, and offset supply pipes to floor as illustrated. 



454 Ft. 


5 Ft. 


554 Ft. 


290 


322 


350 


$25.20 


$25.25 


$28.75 


29.70 


29.75 


33.25 


19.70 


19.75 


23.25 



Not Prepaid. See note at bottom of opposite page. 

Standard width tub, 30 inches wide overall, 3-inch rim. 

Length of tub 4 54 Ft. 

Shpg. wt., lbs 

42DM41 1 054 — Tub complete 

with fittings, as illustrated « 

42.DM41 1 1 ‘A — Same, but with 
standing waste like Marquette tub 

on opposite page 29.70 

42DM41 1 254 — Tub with legs, 

but no fittings 1 9,70 

Narrow Bathtub — Overall width, 26 inches. For use in narrow bath- 
rooms. 2-inch rim. 

Length of tub 454 Ft. 

Shpg. wt., lbs 252 

42DM411454 — Tub complete, connected 

waste and overflow *25 20 

42DM41 1 554— Same, but with standing 

waste like Marquette tub on opposite page oq 70 2 9.75 

42DM41 1 6!*— Tub with legs, but no fittings 19*70 19.75 

For iron pipe threads, add 50c to price of tub complete. See 



5 Ft. 
306 

$ 25.25 



as Low as A MONTH 







WE SAVE YOU MONEY 



Marlboro Built-in Corner Bathtub 

Designed to be built in on one side and one end. Cast iron, heavily coated inside and 
over rim with Triple A-A-A porcelain enamel. Outside painted white. Length, 5 ft.; 
width, 29 inches over 3-inch roll rim; 17 54 inches deep. Improved mixing valve, over rim 
spout, connected waste and overflow with chain and rubber stopper. For Trip Lever 
Waste as illustrated below, add $2.75. All exposed fittings nicely nickeled. Concealed 
Shower Outfit as illustrated at right below is $15.00 extra, complete. For Easy Pay- 
ments see page 52. Shipping weight, 385 pounds. 

~ .v tt bot 



Not’ Prepaid.* See note at bottom of opposite page. 



For Left Hand Corner, as Illustrated. 

42DM41 31 54 — T u b CJO OA 

complete with fittings ** ,t iOeOvJ 

42DM41 3354 — T u b 91 OA 

only, without fittings . . O l»OV 



For Right Hand Corner. 

42DM41 32^— Tub com- 
plete with fittings 

4 2 DM41 34!*— Tub only, 
without fittings 



$43.80 

31.80 



For iron pipe threads, add 50c to price of tub with fittings. 

Virginia 
Bathtub 

Same as Marlboro 
above, except has ex- 
posed fittings and 
standing waste. Il- 
lustration shows tub 
for right corner. Be 
sure to order correctly. 

For iron pipe threads 
add 50c to price of 
tub with fittings. 

Shpg. wt., 405 lbs. 

Not Prepaid. See 
note on opposite page. __ 

42DM414254 — Tub for right hand 

corner, as shown, complete . . . $41 .80 

42DM414454 — Same, but without 

fittings $31.80 



Trip 
Lever 
Waste and 
Overflow 



This combination 
bathtub fitting, 
adapted and recom- 
mended for built-in 
tubs with over rim 
spouts, eliminates 
rubber stopper and 
chain. Made of 
heavy gauge 1 54-inch 
seamless brass tubing, with 
nickel plated overflow and waste 
openings. Waste or drain is 
operated by lifting 
lever. The waste 
stop seats perfect- 
ly and forms an ab- 
solute water seal. 
It cannot leak. 
Special design, 
self-cleaning waste 
discharge; will not 
Easy to install and can be ad- 
from the face of the outlets, 
pg. wt., 6 lbs. 



4 2 DM4 1 43 54 — Tub for left hand cor- 
ner, with fittings $41 .80 



$41 .80 

but without 

...$31 .80 



4 2 DM4 145 54 — Same, 
fittings 



Princeton Built-in Corner Bathtub 

One of our most handsome tubs, similar to the Venetian on opposite page, ex- 
cept that the fittings are exposed at the open end of the tub instead of concealed 
in the wall. This style tub is used where the built-in end of the tub is placed on 
an outside wall. As water pipes and fittings should never be placed in an outside 
wall, on account of the danger of freezing, the fittings of the Princeton are placed 
at the opposite or exposed end of the tub. Made of flawless cast iron in one piece, 
coated inside and out with genuine porcelain enamel, Triple A-A-A quality, in 
White, Green, Orchid or Ivory. For illustrations showing actual colors of 
enameled ware, see pages 26 and 27. Length, 5 ft. Width over all, 31 5£ inches; 
allow J4 inch for building into wall. Depth inside, 1654 inches. Has standing 
waste and supply pipes as shown, with white china cross handles for hot and 
cold water, and china lifting knob for waste. All exposed fittings on white tubs 
are brass, nickel plated; fittings on colored tubs are chromium plated. Illus- 
tration shows tub for left hand corner; be sure to order correctly. Shipping 
weight, 525 lbs. 

Be sure to give color desired. 

Not Prepaid. See note at bottom of opposite page. 

Tub for right hand corner, complete 
withfittings. 0 _ 

42DM4 1 8254 — White. . . ^DOeZD 
4 2 DM4 88214 — Colored. . . $75.20 
Tub only, for right hand corner. 

42DM41 8414— White $41 .75 

4 2 DM4 884 14— Colored. . . 52.20 
See page 52 for Easy 



Tub for left hand corner, complete 
with fittings. CffO OC 

42DM4181 'A— White. *D8e4«> 

42DM4881 14— Colored. 75.20 
Tub only, for left hand corner. 

42DM418314— White.. $41.75 
4 2 DM4 883 14— Colored.. 52.20 
For iron pipe threads, add 50c to price of tub complete. 



Payment Terms. 



And Up 



dog. 
justed 
Sh] 



42DM382 
Not Prepaid. . . 



$5.15 



White Sheet Steel Bathtub 



A very serviceable lightweight sheet steel bathtub, nicely finished 
in glossy white enamel. Legs are extended up the sides to give 
added strength. This tub may be permanently connected in your 
bathroom by the addition of supply pipes and drain, or can be used 
as a portable tub without plumbing connections. Has white enam- 
eled connected waste and overflow threaded for one-inch iron pipe. 
Bath faucet and supply pipes not included. Width over all, 27 14 
inches. Shipped from Detroit, Michigan. Not Prepaid. Shpg. 
wt., 30 lbs. 

42DM3701 14— Length. 5 ft 

42DM370214— Length. 514 ft SI 2.00 

42DM370314— Length. 6 ft 12.50 



$11.75 



9 sA i 



Improved 
Concealed 
Shower Outfit 

In this new development, an extra 
set of controls is eliminated by di- 
verter valve which turns water into 
tub or shower as desired. Simply 
temper water at tub spout, then turn 
center valve and divert water to 
shower head. Outfit can be used with 
any built-in tub having concealed 
fittings. Consists of china wall 
controls, nickel plated brass shower 
head with swivel joint, pipe and con- 
nections from valves to shower head. 
Also 1-inch Curtain rail, curtain rings, 
and beautiful rubberized curtain, 6x6 
ft., green or orchid color; State color 
in ordering. L-shaped curtain rail and 
8!4x6-ft. curtain furnished for corner 
tubs. All piping concealed in wall. 

Average shipping weight, 27 lbs. 



SEARS, ROEBUCK AND CO. 



548 



31 






Your Choice of White or Colors— All Priced to Save I 








The Hawthorne 

One piece cast iron, heavily porcelain enameled in White, 
Green, Orchid or Ivory. Indexed compression faucets, metal 
plug, trap and supply pipes to floor or wall and improved 
pop-up waste. All fittings are brass, nickel plated. Chrome 
plated fittings are furnished with colored fixtures. 

Size of slab, 17x21 in. Size of slab, 18x24 in. 



Bowl, 11x15 in. Back, 10 in. 
high. Shpg. wt., 110 lbs. 
With Fittings to Wall. 

White Colored 

42DM6 1 33% 42DM6R3354 
$15-95 $20.20 

With Fittings to Floor. 

42DM6 13454 420M6R3454 
$16.70 $21.20 

Without Fittings. 

42DM6 1 3554 42nM6«*3554 
$8.95 $11.20 

of pop-up waste has chain and 

With Fittings to Wall. 

42DM6 1 3954 42DM683954 
$13.70 $18.20 

With Fittings to Floor. 

42DM6 14054 42nM6*A<y»/ 3 
$14.45 $19.20 

Without Fittings. 

42DM6 1 4 1 54 42DM6«A1 54 
$8.95 $11.20 

to price of lavatory with fit- 



Bowl, 10x14 in. Back, 8 in. 
high. Shpg. wt., 100 lbs. 

With Fittings to Wall. 

White Colored 

42DM6 1 3054 42DM6830y 3 
$14.35 $18.20 

With Fittings to Floor. 

42DM6 1 3 1 54 42DM683154 
$15.10 $19.20 

Without Fittings. 

42DM6 1 3254 42DM683254 
„ $7.35 $9.20 , 

Same as above, except instead 
rubber stopper. 

With Fittings to Wall. 

42DM6 13654 42DM683654 
$12.10 $16.20 

With Fittings to Floor. 

42DM6 1 3754 42DM6837 , / 3 
$12.85 $17-20 

Without Fittings. 

42DM6 1 3854 42DM683854 
$7 *35 $9.20 

For iron pipe threads add 50c __ . 

tings. Not Prepaid. See note at bottom of page. 

For Easy Payments see page 52. 

The Pentwater 

This popular lavatory is made of cast iron, heavily coated 
with porcelain in White, Green, Orchid or Ivory. Will give 
unlimited years of service. Indexed compression faucets, 
metal plug, chain and rubber stopper, trap and supply pipes 
to floor or wall. All fittings are brass, nickel plated. Chrome 
plated fittings are furnished with colored fixtures. 

Top slab is 17x19 in.; bowl, 1054x1354 in. back, 6 in. high. 
Shpg. wt., 80 lbs. 

White Colored 

Lavatory with 42DM612054 42DM682054 

fittings to wall $10.70 $14*60 

Lavatory with 42DM6121 , / 3 42DM6821 54 

fittings to floor $11.45 $15.60 

Lavatory with- 42DM6 12254 42DM682254 

out fittings $5.95 $7-60 

Same as above, except slab, 18x21 inches: bowl, 1054x1454 
inches; back, 8 inches high. Shpg. wt., 100 ibs. 

White Colored 

Lavatory with 42DM6 123*4 42DM682354 

fittings to wall $11.75 $15-75 

Lavatory with 42DM6 1 24 , / 3 42DM6824 I / 3 

fittings to floor $12-50 $16.75 

Lavatory with- 42DM6125 54 42DM682554 

out fittings $6-95 $8-75 

For iron pipe threads add 50c to price of lavatory with fit- 
tings. Shipped Not Prepaid. See note at bottom of page. 

For Easy Payments see page 52. 

Single Stream 
Lavatory Fixture 

Classic beauty and utmost utility are 
pleasingly combined in this new lavatory 
fixture. Has only one spout, so water 

can be tempered as desired. ^ — 1 J 

with improved pop-up waste. 



Ambassador Vitreous Lavatory 

This modern lavatory is made of stainless vitreous china in White, Green, Orchid 
or Ivory. It is twice-fired and deeply glazed. Not affected by acids and chemicals, 
and will retain its smooth, glossy finish indefinitely. Furnished with or without leg. 
Roomy top slab, 18x20 inches; bowl, 11x15 inches; back, 6 inches high. Indexed - com- 
iression faucets, pop-up waste, trap and supply pipes ter floor or wall, all nickeled 
>rass. Chrome plated fittings furnished with colored fixtures. 



With Leg. Shpg. Wt.. 88 lbs. 
With fittings to wall. 

White 

42DM 1 885% 

$20-50 

With fittings to floor. 

42DM 1 88654 
. $? 1 .25 

Without fittings. 

42DM 1 88754 
$13.50 



Without Leg. Shpg. Wt., 73 lbs. 

With fittings to wall. 

Colored White Colored 

42DM 1 89 1 54 42DM 188254 42DM 188854 

$32.00 - ^ $17-80 $27.00 

With fittings to floor. 

42DM1 89254 42DM 188354 42DM1 88954 

$33-00 t $18.55 $28-00 

Without fittings. 

42DM1 89 354 42DM 188454 42DM 189054 

$23.00 $10.80 $18.00 



We 

Do Not 
Pay 
Freight 



The Montrose 



This beautiful pedestal lavatory is made of high 
grade cast iron, heavily coated with porcelain en- 
amel in White, Green, Orchid or Ivory. Large top 
slab, 20x24 inches; bowl, 11x15 inches. Compression 
faucets with indexed handles, metal plug, trap and 



supply pipes to wall or floor, and improved pop-up 
waste. All fittings of brass, handsomely nickel 
plated. Chrome plated fittings are furnished with 



Lavatory with 
fittings to wall.. 
Lavatory with 



colored fixtures. Shpg. wt., 180 lbs. 

"'White 

42DM6 1 6054 
$21 .75 
42DM6 1 6 1 54 

fittings to floor... $22-55 
Lavatory with- 42DM6 16254 

out fittings $15.30 

For iron pipe threads add 50c __ 
with fittings. Shipped Not Prepaid. 

See note at bottom of page. 

For Easy Payments see page 52 . 

If wanted with special Single Stream Fixture illus- 
trated in center of page, add $5.00 for nickeled fin- 
ish, or $5.75 for chrome finish. 



Colored 

42DM686054 
$28.15 , 
42DM686 1 54 
$29.15 
4 2 D M 6 8 6 2 1 3 

_ . $19.15 

For iron" pipe threads^ add 50c to price of lavatory 



can be tempered as desired. Equipped 
with improved pop-up waste, as illus- 
trated. Faucets have swivel discs which 
seat easily and eliminate dripping. Fix- 
ture is adjustable to fit any lavatory 
that is drilled for pop-up waste. Union 
tailpieces on faucets for regular 54 -inch 
iron pipe connections. Easily installed. 
We Pay the Postage. 

42 D 381 54 — Chromium 

plated 

42 D38054— Nickel 

plated 



$9.75 

8.95 



Space 

Saver 



For Narrow 
Rooms 



Designed especially for narrow rooms or for use 
behind a door. Cast iron, porcelain enameled in 
White, Green, Orchid or Ivory. Fittings as illus- 
trated, all nickel plated brass. Chrome plated fit- 
tings are furnished with colored fixtures. Slab is 
14x26 inches ; # bowl, 954x16 inches; back, 6 inches 
high; deep 5-inch apron. Shpg. wt., 90 lbs. . 

White Colored 

La vatory with 4 2 D M 6 1 50 54 4 2 D M 6 850 54 



fittings to wall $14-50 

Lavatory with 42DM6J 5 1_54 



$19.15 „ 
42DM685 1 54 



42DM68A254 



For iron pipe threads add 50c to price of lavatory with fittings. Shipped Not Prepaid. 

See note at bottom of page. For Easy Payments see page 52. 

If wanted with special Single Stream Fixture illustrated above, add $5.00 for nickeled 
finish or $5 i 75forcuromefinsh^^^^^^^ i ^^^ M 

The Champlain 

A nicely finished inexpensive lava- 
tory. Cast iron, white porcelain en- 
ameled. Compression faucets with 
index tops, metal plug, trap and sup- 
ply pipes. All fittings are brass, 
nickel plated. Size of slab, 17x19 
inches; bowl, 10x14 inches; back, 6 
in. high. Shipping weight, 60 lbs. 
w 42 DM6100 54— With filings ^to 

42DM610i54 — With fittings to 

floor $10-90 

42DM610254 — Lavatory without 
fittings $5-40 

For iron pipe threads add 50c to 
price of lavatory with fittings. 

Shipped Not Prepaid. See note below. 

WHEN ORDERING PLEASE NOTE: AH Lavatories on | 
this page except the Ambassador are shipped from factory 
in Central New Jersey. Not Prepaid. The Ambassador is 
shipped from our store. Lavatories listed in colors can be 
furnished in Green, Orchid, or Ivory, as shown on Bath- 
room Outfits pages 26 and 27. Be sure to state color I 
wanted, and allow three to four weeks for shipment of| 
colored ware. Estimated Freight Charges on Lavatories 
per 100 pounds: 150 miles, 52c; 200 miles, 62 c; 250 miles, 64c. 



fittings to floor $15-25 

Lavatory with- 42DM6 1 5254 

out fittings $9-75 $12-1J5 

For Iron pipe threads add 50c to price of lavatory 
with fittings. Shipped Not Prepaid. 

See note at bottom of page. 

For Easy Payments see page • 

The Cedric 

A corner apron lavatory of attrac- 
tive design. Made of cast iron, 
smoothly coated with porcelain en- 
amel in White, Green, Orchid or 

Ivory. Fittings include compression 
faucets with indexed tops, metal 
plug, trap and supply pipes to wall 
or floor. All fittings are brass, 
nicely nickel plated. Chrome plated 
fittings are furnished with colored 
fixtures. Length on side, 1654 inches; 
bowl, 1054x1354 inches, back, 6 in. 
high. Shipping weight. 75 lbs. 

White Colored 

Lavatory with 42DM61 1354 42DM681354 
fittings to wall. $12.40 $16-55 

Lavatory with 42DM61 1454 42DM681454 
fittings to floor. $13-15 $17-55 

Lavatory with- 42DM61 1554 42DM681554 

out fittings $7.65 $9-55 

For iron pipe threads add 50c to price of lava- 
tory with fittings. Shipped Not Prepaid. 

See note at left. For Easy Payments see page 52. 

EASY PAYMENTS— See Page 52 
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Bellevue Closet Outfit 

This latest addition to our line of quality closets 
is the improved extended lip, reverse trap design that 
is becoming increasingly popular. You will readily 



Tecognize its distinct advantages from the standpoint of 
sanitation and appearance. Trap is at rear of bowl. 
Twin jet action, guaranteed to flush completely. Large 



water surface and deep water seal. Tank and bowl 



are of twice-fired, deeply glazed vitreous china, pure 
white. Improved brass flushing mechanism with over- 
flow and refill tube, copper ball float and white china 



lever pull. Open front seat, designed especially for 
extended lip bowl. Seat and cover made of solid birch- 
wood, heavily coated with genuine hand rubbed white 
celluloid. Solid brass bar hinge, supply pipe to floor, 
2-inch elbow flush pipe, closet screw bolts and wash- 
ers, all nickeled brass. Easy to install. Shipping 
weight, 127 pounds. Not Prepaid. 

42DM2006%— Outfit complete $26*85 



Avondale Closet Outfit 

This beautiful sanitary outfit is one of our finest. 
Can be furnished in White, Green, Orchid or Ivory. 
Bowl is of siphon jet design, very quiet flushing. # A 
small jet projects a solid stream of water at high 
velocity through trap of bowl, so that flushing action 
is strong and positive. Ample water seal and large 
water area reduce exposed surface in the bowl. Gen- 
uine celluloid coated seat, hand rubbed finish in white 
or color to match closet. Tank has modern brass 
flushing mechanism with china lever pull. Supply tube 
and offset flush pipe of brass, nickel plated; on 
colored outfit, chrome plated. 

Shipping weight, 130 pounds. Not Prepaid. 
42DM2009% — Complete outfit. White. .$27*25 
. 42 DM 2001 % — O utfit same as above, except with 

beautiful mahogany finish seat $25*50 

42DM2022% — Complete outfit, in Green. Orchid 

or Ivory. See note at foot of page $42*95 

42DM1877% — China Tank only, to fit siphon jet 
bowl. Complete with brass flushing mechanism. Ship- 
ping weight, 65 pounds. Not Prepaid $1 1 .25 

42DM 1898%— Siphon Jet Bowl only. Vitreous 
china. Shpg. wt., 60 lbs. Not Prepaid $12*00 



Anyone 



Can Easily 



Install It 



Brass Ball Cock 

Will fit any regular low type 
closet tank. Furnished complete 
with copper ball float and rod as 
illustrated. 

42D454 — We Pay the Post- 
age $1.30 



Glencoe Closet Outfit 

Those who prefer a cast iron closet tank will find here 
an outfit that gives unusual value. It is the same as 
our Fairfield Outfit except that the tank and cover are 
cast iron, genuine white porcelain enameled. The bowl 
is siphon washdown white vitreous china. Seat is beau- 
tifully finished in mahogany and has nickel plated brass 
bar hinge. Shipping weight, 127 pounds. Not Prepaid. 

42DM 2002 %— Outfit complete $21-15 

42DM2010% — Outfit same as above, except with 

genuine white celluloid coated seat $22*75 

42DM1880% — Cast Iron White Porcelain Enameled 
Tank only, for siphon washdown bowl. Complete with 
brass flushing mechanism. Shipping weight, 84 pounds. 
Not Prepaid $ 1 3*35 



Closet Outfits 42DM2020% and 42DM2022Vs 
are furnished in Green. Orchid or Ivory with seat and 
cover to match. For illustrations showing actual colors 
see Bathroom Outfits pages 26 and 27. State color 
wanted. Colored Outfits are shipped direct from factory 
in Central New Jersey; allow three to four weeks for 
shipment. White outfits are shipped promptly from our 
store. 

Estimated Freight Charges on Closet Outfits per 100 
pounds; 150 miles, 62c; 200 miles, 72c; 250 miles. 75c. 



Closet Cleanout Auger 

Easily removes stoppage from closet 
bowls. Flexible coil is made of high grade 
spring steel. By inserting in trap of closet 
bowl and turning handle the coil follows 
^curvature of trap in bowl, and auger 
point catches in obstruction, so that 
it can be readily removed. Saves 
removing closet bowl. Saves plumb- 
ers' bills. 

42D3 31— Postpaid $1*30 






Quality Rubber 



For forcing stoppages, and cleani 
waste pipes of sinks, wash bowls, a 
bath tubs. 

420327% — With 4%-inch cup. Postpaid 3< 

42D328% — With 5% -inch cup. Postpaid. .. -6< 

Drain Pipe Solvent ^ 

Mixed with water, dissolves grease and 
filth in waste pipes, drains, etc. Quickly 



cleans put pipe stoppage and saves plum- 
bers' bills. Should be used frequently. 

42D403 — Postpaid 1 8c 



PIPE 



Steel Spring 
Cleanout Auger 

Removes stop- 
page in sink traps, 
pipes, etc.. 



84 inches. Postpaid 60c 

Bubber Ball Valve 

Has brass insert with standard thread 
attaching to valve stem. Postpaid. 

42D324— 2-inch 22c 

2%-inch 25c 2^-inch 29c 



QUALITY CLOSET OUTFITS 

In Every Wanted Style and Color EASY PAYMENTS 

SEE PAGE 52 



Ho pper Closet 

Especially suitable for base- 
ments, factories and places 
where there is no danger of 
freezing. Automatically flushes 
bowl when seat is pressed down. 
Cast iron bowl, nicely porcelain 
enameled inside and painted out- 
side. Solid oak seat. Four-inch 
soil pipe trap should be placed 
under closet for it is not 
equipped with trap. For %, H 
or H -inch lead pipe. Shpg. wt., 
64 lbs. Not Prepaid. 

42DM 1 647% ...$10*10 

See note at bottom of page. 
For iron pipe connection add 50c. 



Euclid Closet Outfit 

The distinguishing feature of this outfit is the re- 
verse trap bowl. Trap is at rear of bowl instead of in 
front, which adds greatly to its appearance. It employs 
twin jets which give a strong flushing action. Tank and 
bowl are of beautiful vitreous china in White, Green, 
Orchid or Ivory. Improved brass flushing mechanism 
and brass supply pipe to floor. Substantial seat and 
cover with solid brass bar hinge. All brass trimmings, 
supply pipe, flush pipe, etc., nickel plated on white out- 
fits; chrome plated on colored outfits. Shipping weight, 
125 pounds. Not Prepaid. 

42DM2005V4— Outfit complete. White with mahog- 
any finish seat $20-95 

42DM2004% — Outfit complete. White with white 

celluloid coated seat $22-75 

42DM2020% — Outfit complete in Green, Orchid or 

Ivory. See note at foot of page $38-60 

42DM201 1 %— Outfit same as 42DM2005% but with 
cast . iron tank, - white porcelain enameled. Shipping 

weight, 144 pounds. Not Prepaid $23-40 

42DM2012% — Outfit same as 42DM2004% but with 
cast iron tank, white porcelain enameled. Shipping 
weight. 144 pounds. Not Prepaid ■ $25-50 



Fairfield Closet Outfit 

Save at least one-third of the usual price elsewhere 
on this strictly "A" grade siphon washdown outfit. 
Beautiful white vitreous china, twice fired and deeply 
glazed. Improved brass flushing mechanism with copper 
ball float and white china lever pull. Mahogany finish 
seat and cover. Supply pipe, 2-inch elbow flush pipe, 
seat hinge, closet screw bolts and washers all nickel 
plated brass. Shipping weight, 128 pounds. Not 
Prepaid 

42DM2000% — Outfit complete $17-45 

,42DM2008% — Outfit complete, same as above, but 
with beautiful snow white celluloid coated seat to match 
tank and bowl. White seat adds greatly to appearance 

of your bathroom $19-95 

42DM1 894%— Siphon Washdown Bowl only, vitre- 
ous china. Shpg. wt., 45 lbs. Not Prepaid. .$5*65 
42DM1 876%— China Tank only, to fit siphon wash- 
down _ bowl. Complete with brass flushing mechanism. 
Shipping weight, 65 pounds. Not Prepaid. .$ 1 0*75 
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MODERNIZE! . . WHILE PRICES 




A MONTH 

SEE PAGE 52 



Hiawatha Apron Sink 

In addition to its pleasing appearance, the splendid quality and the permanent 
durability of this sink will prove a source of prolonged satisfaction to you. 
Its glossy, hard surface defies dirt and makes kitchen work easier and more 
pleasant. With its 12-inch back to protect the wall, and 6-inch apron front, 
it is cast in one piece and coated with genuine Triple A-A-A porcelain enamel 
in White, Green, Orchid or Ivory. For illustrations showing enameled ware in 
colors, see pages 26, 27 and 28. Regularly furnished with new design 
^ chromium plated mixing faucet with swing spout, concealed wall hangers, im- 
proved boltless strainer and lH-i nch trap to floor or wa ^- Strainer and trap are brass, nickel plated when 
furnished with white sinks; chromium plated for sinks in colors. The 42-inch size is furnished without legs; the 
48 and 52-inch sizes have two cast iron adjustable painted legs. For Porcelain enameled legs instead of 
painted add $1.80. Furnished with right or left hand drainboard. 

For iron pipe threads add 50c to price of sink with fittings. 

Not Prepaid. See note at bottom of opposite page. 

With P' ' " 



And Up 

CASH 



Length 
of Sink, 
Inches 


Shpg. 


Sink Complete With 
Trap to Wall 


Sink Complete With 
Trap to Floor 


Sink, less Faucet, 
Trap and Strainer 


Wt., 

Lbs. 


White 

42DM51404 


Colored 

42 DM 5840 4 


White 

42DM51424 


Colored 

42DM58424 


White 

42DM51444 


Colored 

42DM58444 


42 

48 

52 


232 

290 

305 


nuz 

37. 45 


*43:11 

46.75 


U;B 


$34.75 

lei 


29.95 


* 34:18 

37.50 


With Le 


ft Hand Drainboard 


Length 
of Sink, 
Inches 


Shpg. 

Wt., 

Lbs. 


Sink Complete With 
Trap to Wall 


Sink Complete With 
Trap to Floor 


Sink, less Faucet, 
Trap and Strainer 


White 
42DM5141 4 


Colored 
42DM5841 4 


White 

42DM51434 


Colored 

42DM58434 


White 

42DM51454 


Colored 

42DM584S4 


42 

48 

52 


232 

290 

305 


*§I:W 

37.45 


$3; 


Ills 

i.75 


*!!:!§ 


$34.75 

lei 


**?:!! 

29.95 


*§e8 

37.501 



For Easy Payments See Page 52 




Sinks in Colors 

All of our apron front sinks can be had in Green, Orchid, 
or Ivory, as shown in color illustrations of enameled 
ware on pages 26, 27 and 28. 




Claremont 
Corner Sink 



Similar to our Hiawatha Sink de- 
scribed at the left, with the same beau- 
tifully proportioned lines and immacu- 
late finish, except that this is a corner 
sink with corner end piece. Furnished in White, Green, 
Orchid or Ivory as shown in color illustrations of enameled 
ware on pages 26, 27 and 28. Chromium plated mixing 
faucet, concealed wall hangers, boltless strainer and 
trap to floor or wall. Strainer and trap are nickel plated 
when furnished with white enameled sinks; chromium 
plated for sinks in color. The 42-inch size is furnished 
without legs; the 48 and 52-inch sizes have two cast iron 
adjustably painted legs. For porcelain enameled leg* 
instead of painted add $1.80. Illustration shows sink 
with right hand end piece and left hand drainboard. Be 
sure to order correct sink. 

For iron pipe threads add 50c to price of sink with 
fittings. 

Not Prepaid. See note at bottom of opposite page. 

Entire length 42 in. 48 in. 52 in. 

Size of sink 20x22 in. 20x27 in. 20x28 in. 

Drainboard 20x20 in. 20x21 in. 20x24 in. 

Sink with right hand end piece and left hand drain- 
board, as illustrated. 

Length of Sink, Inches 42 

Shipping weight, pounds 236 

Complete with trap to wall. 

42DM51 52 & — White.. . $28.95 
4 2 DM5 85 2 4 — Colored. 36.05 
Complete with trap to floor. 

4 2 DM51 544— White... 29.70 
4 2 DM 5854 4 — Colored . 37.05 
Without strainer, trap or faucet. 

42DM51 564— White... 21.45 
4 2 DM 5856 4 — Colored . 26.80 

Sink with left hand end piece an 
board. 

Length of Sink, Inches 42 

Shipping weight, pounds 236 

Complete with trap to wall. 

42DM51 534— White.. $28.95 
4 2 DM585314 — Colored . 36.05 
Complete with trap to floor. 

42DM51 554 — White.. . 29.70 
4 2 DM58554 — Colored . 37.05 
Without strainer, trap or faucet. 

42DM51 574— White. 21.45 

4 2 DM58 5 7 4— Colored. 26.80 
For Easy Payments see page 52. 



Priscilla “Three 8’s” Sink 

There can be no doubt of the style correctness and charming design 
of this mcdern kitchen sink. With a low 8-inch back, made to fit under 
windows, it has an 8-inch apron and 8-inch splashless sink compartment. 
This fixture is similar in every way to the Mayfair sink illustrated in 
color on page 28 except that it has a single drainboard. Made of heavy 
cast iron coated with genuine Triple A-A-A quality porcelain enamel^in 
White, Green, Orchid or Ivory. For illustrations showing enameled 
ware in colors, see pages 26, 27 and 28. Regularly equipped with a 
special top spout mixing faucet, two porcelain enameled adjustable legs, 
double removable 5-inch cup strainer, and trap to floor or wall. The 
strainer, shown above in small insert, catches solid matter and allows 
the water to drain away rapidly through the large 5-inch outlet. Faucet, 
strainer and trap are all brass, finished in non-tarnishing chromium 
plate. 

Not Prepaid. See note at bottom of opposite page. 

Length of Sink, Inches _42 

Shipping weight, pounds 

With right hand drainboard, a* illustrated. 

Sink complete with 4 2 DM 51 724 — White. . 
trap to wall . 42DM5872 4 — Colored. 



48 


52 


303 


310 


$36.95 

46.15 


$39.70 

49.50 


37.75 


40.45 


47.15 


50.50 


29.50 


32.20 


36.90 


40.25 


d right hand drain- 


48 


52 


303 


310 


$36.95 
46.1 5 


* 11:18 


37.75 


40.45 


47.15 


50.50 


29.50 


32.20 


36.90 


40.25 



PXJMP AND SINK OUTFITS 



255 



52 

300 



$42.20 $46.95 
51.50 57.50 



Sink complete with 
trap to floor 


42DM51 744 
42DM58744 


—White. . . 
— Colored. . 


43.20 

52.50 


47.95 

58.50 


Sink with legs and 42DM51764 
strainer, no fittings42DM58764 


—White . . . 
— Colored. . 


33.25 

41.50 


37.95 

47.50 


With Left hand drainboard. 

Sink complete with 4 2 DM 51 734 

trap to wall 4 2 DM 5 8 73 4 


—White. . . 
— Colored. . 


. 42.20 
51.50 


* 9:88 


Sink complete with 
trap to floor 


42DM51 754 
42DM58754 


—White . . . 
— Colored. . 


43.20 

52.50 


47.95 

58.50 


Sink with legs and 
strainer, no fittings 


42DM51 774 
42DM58774 


—White . . . 
— Colored. . 


i?:IS- 


37.95 

47.50 



For iron pipe threads add 50c to price of sink with fittings. 
For Easy Payments see page 52. 





Includes cast iron flat rim sink, white 
porcelain enameled inside; 3-inch brass 
body cistern force pump with faucet spout 
threaded for hose connection; cast iron 
pump bracket; two sink brackets; ifi- 
lnch cast iron trap, fitted for iron pipe 
connection. No pipe included. Water 
may be drawn from the pump spout, forced into an 
attic tank or used for sprinkling, etc. Pump has IX- 
inch suction and 1-inch discharge for iron pipe con- 
nection. 

State size and whether trap is wanted to floor 
or to wall. 

Shipped from our store. Not Prepaid. 

Size of sink, in. . 42D 1S?° 2 !o / x 30 20x36 20x40 

Shpg. wt., lbs 97 99 106 111 

With trap to floor. . .$14.60 $15.35 $17.50 $19.70 
With trap to wall .. . 13.75 14.50 16.65 18.85 




Just the thing for your kitchen or laundry. 
Pumps from shallow wells and cisterns where suc- 
tion lift is not over 20 feet. Includes cast iron flat 
rim sink, white porcelain enameled inside. 3-inch 
pitcher spout pump with iron cylinder, 1 4-inch 
sink trap to floor or wall, fitted for iron pipe con- 
nections, pump bracket and two sink brackets. 
Pump threaded for 1^-inch iron suction pipe. 
Waste pipe or suction pipe not included. 

State whether trap is wanted to floor or to 
wall. 

Shipped from our store. Not Prepaid. 

42DM20254 — Outfit complete as described. 

Size of sink, in 18x30 20x30 20x36 20x40 

Shpg. wt., lbs 94 96 103 108 

With trap to floor . $10.40 $11.10 $13.25 $15.45 
With trap to wall.. 9.55 10.25 12.40 14.60 

If pump with brass lined cylinder is wanted 
instead of iron add 55c to prices. 
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PS7S 



Only 

15 - 

And Up 
CASH 



And Up 



CASH 



Hollywood Double 
Drat aboard Sink 

You'll daily appreciate the great convenience of this 
roomy double drainboard fixture. It is made of heavy 
cast iron in one piece and coated with smooth glistening 
porcelain enamel in White, Green, Orchid or Ivory. Easy 
to keep clean. For illustrations showing enameled ware in 
colors, see pages 26, 27 and 28. Has spacious sink compart- 
ment and ample space on the two drainboards for dishes 
etc. The back is 12 inches high and the apron 6 inches 
deep. Furnished with concealed wall hangers and two 
adjustable painted legs. For porcelain enameled legs, 
add $1.50. Chromium plated sink mixing faucet with soap 
dish and swing spout. Boltless strainer with trap to wall 
or floor, brass, heavily nickeled. . When sinks are furnished 
in color, all trimmings are chromium plated. 

Length overall, inches 60 . 

Size of sink, inches 22x22 22x26 

Drainboards, inches 22x19 22x24 

Not Prepaid. See note in lower right hand corner 
of page. 

bank with legs, swing spout faucet and trap to wall. 

Length of Sink, inches 60 74 

Shipping weight, pounds <392 432 

42 DM51 60 Mi — White $43.85 $60. IT 

42 DM5860 Ms — r ‘ " * 



-Colored . 



58601. 

Sink with legs, swing spout faucet and trap to floor. 



42DM 

4! 



54.65 

nd trap tc 

$44.60 

55.65 



75.00 



$60.90 



00 



-White. . 

42 DM5861 Colored. . 

Sink with legs, no fittings. . _ _ 

airaiM!»=SffiSd-.: s lf:tg *Si:§S 

For iron pipe threads add 50c to price of sink with fittings. 

For Easy Payments as low as $5.00 down and $5.00 per 
month; see table of terms on page 52. 



Combination 
Sink and Laundry Tub 

Admirably serves a double purpose and has the added 
advantage of saving space, labor and the expense of installing 
two separate fixtures. A wonderful convenience, this 
double duty sink and laundry tub was designed especially 
for the busy housewife. Triple A-A-A porcelain enameled in 
White, Green, Orchid or Ivory. For illustrations showing 
enameled ware in colors, see pages 26, 27 and 28. Cast 
iron body, with two cast iron adjustable legs, also enam- 
eled. Length overall, 50 inches. Width over rim, 24 inches. 
Size of sink, outside. 19x21 inches, 8 inches deep. Size 
of tub, inside, 19x21 inches, 14 inches deep. Has back 
8 inches high and apron 8 inches deep. Ashwood inter- 
changeable drainboard which can be placed over either 
•ink or tub as desired. Fittings Include combination top 
8 pout faucet, trap to wall or floor and cross connecting pipe 
connecting sink and tub in one outlet. Faucet is chromium 
plated; all other fittings are nickel plated on white fixtures, 
chromium plated on colored. 

Shipping weight, 450 pounds. Not Prepaid. See note in 
lower right hand corner of page. 

With Sink on Left Hand Side and Tub on Right 
Hand Side, as Illustrated 

Complete, with faucet 42DM5190|^ — White. 

and trap to wall. 42 DM 5890 

Complete, with faucet 42 DM 51 91 

and trap to floor. 42 DM 5891 

With legs and drain- 42 DM 51 92 

board, no fittings. 42DM5892 



— Colored . 



—White 



Colored. 



—White . . 



Colored . 



$49.95 



62.00 



50.70 



63.00 



38.45 



48.00 



With Sink on Right Hand Side and Tub on 
Left Hand Side 



42 DM 51 93'/$ —White. . $49.95 
42DM5893 
42DM51 94 
42DM5894 
42DM5195 

, 42DM58951. 

For iron pipe threads add 50c to price of sink with 
fittings. 

For Easy Payments, see page 52. 



Complete, with faucet 
and trap to wall. 

Complete, with faucet 
and trap to floor. 

With legs and drain- 
board, no fittings. 



— Colored . 



—White 



— Colored . 



—White . . 



— Colored . 



2.00 

_0. 70 

63.00 
38.45 

48.00 



We 

Do Not 
Pay 
Freight 



DOWN 



Delaware 
Roll Rim Sink 



MONTH 



See Page 



Magnolia Corner Sink 

An exceptionally fine corner sink, beautifully 
finished in Triple A-A-A white porcelain enamel. 
A cash payment of only $5.00 down will place it in 
your kitchen where it will give you years of service. 
Pay the balance as you use it, as shown by the table 
on page 52. Fittings include H-inch flanged faucets 
with white china handles marked “Hot” and “Cold.” 
latest improved boltless strainer and l^-inch trap 
to floor or wall. All fittings solid brass, nickel 
plated. Illustration shows sink with right hand 
end piece and left hand drainboard; also furnished 
with left hand end piece and right hand drainboard. 
Be sure to order correct sink. 

At an extra charge of $3.00 over price of sink 
complete, we can furnish Swing Spout Faucet 
42D399 illustrated on page 28. 

Entire length, inches 42 48 52 

Size of sink, inches 20x22 20x27 20x28 

Drainboard, inches 20x20 20x21 20x24 

Shpg. wt., lbs 215 228 252 

Not Prepaid. See note in lower right hand 
corner of page. 

With Right Hand End Piece and Left Hand 
Drainboard 



Length 

Sink, 

Inches 


42DM5120& 

Sink 

Complete 
With 
Trap 
' to Wall 


42DM5122J4 

Sink 

Complete 
With 
Trap 
to Floor 


42DM5124V& 
Sink Only, 
Without 
Strainer, 
Trap or 
Faucets 


42 

48 

52 


S2f 


liii 


* 1 |:I 8 

29.40 


$20.65 
22.30 
24.1 5 



You would pay at least one-third more in most 
stores for this attractive sink. At our extremely 
low price, made possible by volume sales, it offers 
unmistakable value 1 One-piece cast iron coated 
with genuine Triple A-A-A quality white porcelain 
enamel. Fittings include H-inch flanged faucets 
with white china handles marked “Hot” and 
"Cold,” improved boltless strainer and trap, all 
brass nicely nickel plated. Concealed wall hangers. 
12-inch back and 2>$-i n ch roll rim. Large drain- 
board gives ample space for rinsing dishes. 
Furnished with either right hand drainboard, as 
illustrated, or left hand drainboard. 

At an extra charge of S3. 00 over price of sink com- 
plete we can furnish Swing Spout Mixing Faucet, with 
White China Soap Dish, 42D399 listed on page 28. 

Not Prepaid. See note at bottom of page. 

Entire length 42 in. 48 in. 52 in* 

Size of sink 20x22 in. 20x27 in. 20x28 m. 

Drainboard 20x20 in. 20x21 in. 20x24 in. 

Shpg. wt., lbs 197 235 253 

With Right Hand Drainboard 
42DM5110J* 42DM5112J4 42DM5114& 

Sink 

Complete 
with Trap 
to Floor 



Lgth. 

of 

sink. 

In. 



Sink 
Complete 
with 

T rap .to Wall 

$20.15 

22.60 

24.25 






Lgth. 

of 

Sink, 

In. 

42 

48 

52 



5 

24.95 

With Left Hand Drainboard 
42DM5111J* 42DM5113J4 42DM5J15& 



Sink Only, 
Without 
Strainer, Trap 
or Faucets 

*li:?o 

19.75 



Sink 

Complete 
with Trap 
to Wall 



Sink Only. 
Without 
Strainer, Trap 
or Faucets 

$15.65 

5 18.10 

z 24.95 . 19.75 

For iron pipe threads add 50c to price of sink 
with fittings. 

For Easy Payments see page 52. 



Sink 
Complete 
with Trap 
to Floor 

* 18 : 1 ? 



With Left Hand End Piece and Right Hand 
Drainboard 



Length, 

Inches 



42DM512U6 



$25.1 5 

11:18 



42DM5123J4 42DM5125& 



*m°s 



$ 20.6 

22.3 

29.40 i 24.1 



For iron pipe threads add 50c to price of sink 
with fittings. 

For Easy Payments see page 52. 



And Up 



* 2.90 

And up Flat Rim Sinks 

White porcelain enameled inside, painted outside. 
One-piece cast iron with flat rim. Suitable for use with 
built-in cabinets. Improved nickel plated st rainer and 
trap. Rounded inside sanitary corners, easy to keep 
clean. For iron pipe threads add 50c to price of 
sink with fittings. 

Size, 

Overall, Wt., With Trap 

Inches Lbs. to Wall 

16x24 50 $ 6.35 

18x30 60 6.95 

20x30 68 7.55 

20x36 70 9.50 

20x40 80 1 1 .40 



Adapted for small space where there is no room for 
drainboard, or for use with separate drainboard. Cast 
iron coated with Triple A-A-A white porcelain enamel. 
Round inside corners. Back is 12 inches high. Concealed 
wall hanger. Fittings include H -inch flanged faucets with 
white china indexed handles, improved boltless strainer 
and lH-inch trap to wall or floor, all brass, nickel plated. 



Shpg. 42DM1601 !4 42DM1602J4 42DM1600J4 

\17+ W71+U T \\r: 4- L Cinlr HnUr 



With Trap 
to Floor 

$ 7.35 
7.95 
8.55 
10.50 
12.40 



Sink Only, 
No Fittings 

$4.35 

4.95 

5.55 

7.50 

9.40 



Same as above, except painted inside and outside. 
Size, Shpg.42DM1604'/4 42DM1605'4 42DM1603'A 
Overall, Wt., With Trap With Trap Sink Only, 

Inches Lbs. to Wall to Floor No Fittings 

16x24 45 $4.90 $5.90 $2.90 

18x30 55 5.40 6.40 3.40 

Not Prepaid. Shipped from ouritore 



NotPr.p.id. 42 S D e.„o. 4 .^.l. 4?pM5?0s ^ 



Size 

Overall, 

Inches 



18x24 

20x24 

18x30 

20x30 

20x36 



Complete 
With Trap 
to Wall 



SI 1.5C 



Complete 
With Trap 
to Floor 



42DM5106& 

Sink Only, 
Without 
Fittings 



""Shipping weights: 18x24 107 pounds; 20x24 114 

pounds; 18x30, 124 pounds; 20x30, 127 pounds; 20x36, 156 
pounds. For iron pipe connection add 50c to price of 
sink with fittings. 



Unless otherwise stated, all sinks on this and 
opposite page are shipped from Central New Jer- 
sey. Not Prepaid. Estimated freight charges on 
sinks per 100 pounds: 150 miles, 50c; 200 miles, 
58c; 250 miles, 63c. 

Allow three to four weeks for shipment of color 
enameled ware and be sure to state color wanted. 
White fixtures are shipped at once. For illustra- 
tions showing enameled ware in Green, Orchid, 
and Ivory, see pages 26, 27 and 28. 



ARE LOW! 






No Matter Wh 



Copper Range Boilers 
for Long Life 

r. When you install this High Grade 

Copper Range Boiler, you are preparing 
for a lifetime of hot water service and 
satisfaction. It is one of the most 
practical improvements you can malce 
in your home. The great advantage of 
copper range boilers is their remark- 
able durability. They will easily outlast 
any building in which they are placed. 
Another important feature is their 
entire freedom from rust, regardless of 
how long they are in service. Hercules 
Copper Range Boilers are made of high- 
grade heavy gauge lake copper, tested 
and guaranteed for pressure stated. 
Head is riveted. Boilers are strongly 
reinforced on inside with three heavy 
brass rings and cannot collapse. Each 
boiler has two straight and three bent 
couplings for ^ -inch pipe connections. 
Anyone can quickly and easily connect 
up this boiler. A 30-gallon range boiler 
supplies the requirements of the aver- 
age family. If you use more than the 
average amount of hot water, we recom- 
mend the 40-gallon size. These boilers 
comply with the severe requirements 
r of the Massachusetts Range Boiler Law. 

Not Prepaid. 

Prices subject to market changes. 
For Easy Payments see Page 52. 

200 Lb. Test Range Boilers 
Tested to 200 lbs., guaranteed for 85 lbs. working 
pressure. 

Capacity 30 Gal. 40 Gal. 

Shpg. wt 90 lbs. 120 lbs. 

Boiler complete, but 42DM1 81 754 42DM1 8 1 9'/4 

without stand S38.50 $51.30 

Boiler complete, in- 42DM181854 42DM1 82014 

eluding stand $39.50 $52.35 

250 Lb. Test Range Boilers 
Tested to 250 lbs., guaranteed for 106 lbs. working 
pressure. 

Capacity 30 Gal. 40 Gal. 

Shpg. wt., 105 lbs. 140 lbs. 

Boiler complete, but42DM1 856!4 42DM1 85814 

without stand $46.50 $61.35 

Boiler complete, in- 42DM1 85714 42DM1 85914 
eluding stand $47.50 $62.40 



Enameled Laundry Tub 



Double 

Compart- 

ment 




Heavy cast iron, coated inside and over run with 
white porcelain enamel. Outside of trays and legs 
are painted white. Length, 50 inches. Width over 
rim, 24 inches. Size of trays inside. 19x21 inches; 
14 inches deep. Shipped from Central New Jersey, 
Not Prepaid. Send your order to Philadelphia, 
Pa., or Boston, Mass. 

with swing 



42DM51 9814 — Complete J _ 

mixing faucet, trap with extension, and ann 



spout 

a stable 

legs, as illustrated. Shpg. wt., 417 lbs. $ 50.65 

For Easy Payments see page 52. 



Laundry 
Tubs 







mpartment Tubs. (Not Illustrated) ” 
42DM355356, illustrated above, excep 



Tubs are 
molded i n 
one solid 
piece from 
special granite 
composition 
materials. No 
seams to leak or 
catch grease or 
dirt. Tubs have 
metal rims and 
guards, and 
strong angle ^ __ — 

iron frame or “ lar^m Complete 

stand. One and two-part tubs require one faucet and 
one trap. Three-part tubs require one faucet and two 
traps. 

One-Comi 

Same as 42DM355354, illustrated above, except 
with only one compartment. Size, 24x24 inches, 16 
inches deep. Shipping weight, 235 pounds. 

42DM355014 — Tub with frame, but *9 £[ 

no faucet or trap. Not Prepaid vU*ld 

4 2 DM35 51 ‘A — Complete [with frame, swing 

spout faucet and trap. Not Prepaid $9.85 

Two-Compartment Tubs (Illustrated Above) 
Length, overall, 48 inches. Size of each tub, 24x24 
inches; 16 inches deep. Shpg. wt., 380 lbs. 
42DM355254 — Tub only, with frame. d*A 

Not Prepaid tJJareOv 

42DM3553 1 / 3 —Tub complete with frame, 
swing spout faucet and trap. Not Prepaid. $ 1 2 >75 
Three- Compartment Tubs (Not Illustrated) 
Same as 42DM3553J4, illustrated above, exc ept 
with three compartments. 72 inches long. Shipping 
weight, 550 pounds. Not Prepaid. 
fram^2®M3554J4 — Tub only, with g»*|g 

42 DM3555 Vz — Complete with frame, swing 
spout faucet, two traps and extension for three 

tubs SI 9.95 

Shipped from Philadelphia, Pa., New York, N.Y. 
Boston, Mass., Baltimore, Md., Buffalo, N. Y., 
New Haven Conn., or Kingston, N.Y. Send your 
order to Philadelphia or Boston. 
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These range boilers are con- 
structed from the best quality 
steel plate, heavily galvanized 
both inside and outside. Elec- 
trically welded and guaranteed 
for pressures stated. Galvanized 
by the hot dip process, insuring 
a thick uniform zinc coating 
which adheres very closely to the 
grain of the steel. Prices quoted 
on range boilers, complete, in- 
clude stand, cold water tube and 
couplings threaded for %-inch 
pipe. Prices quoted for range 
boilers only do not include any- 
thing except the range boilers. 

State size wanted. 

For Easy Payments see page 
52. 

We furnish complete in- 
structions for installing. 

Standard Weight Range 
Boilers 

Tested to 200 pounds and 



Approxi- 

mate 

Capacity, 


Size, 

In. 


42DM203654 

Range Boilers 
Complete 


42DM1 80254 

Range Boilers 
Only 


Shpg. 

Wt., 

Lbs. 


Each 

Not Prepaid 


Shpg. 

Wt.. 

Lbs. 


Each 

Not Prepaid 


30 


12x60 


87 


$ 8.50 


72 


$ 6.45 


40 


14x60 


106 


1 1 .75 


91 


9.70 


52 


16x60 


130 


1 7.30 


114 


14.25 



Extra Heavyweight Range Boilers 

Tested to 250 pounds pressure. Guaranteed for work- 
ing pressure up to 150 pounds. 

42DM203854 42DM1 804 54 

Range Boilers Range Boilers 

Complete Only 



Approxi- 
mate Size, 
Capacity, I In. 



30 12x60 
40 14x60 
52 | 16x60 



Shpg. 

Wt.. 

Lbs. 



107 

128 

135 



Each 

Not Prepaid 



1 



.55 

ill 



Shpg. 

Wt.. 

Lbs. 



92 

113 

120 



Each 

Not Prepaid 



6 i?:§s 

17.30 




Be assured of having hot water 
when you want it by installing 
this modern range boiler jacket. 
Conserves heat for hours longer 
than an uninsulated tank, thus 
allowing you more hot water at 
lower heat cost; also presents a 
very attractive and neat appear- 
ance. This jacket, made of 4-ply 



air cell asbestos covering, pre- 
vents escape of heat through the 
sides of the tank; the water re- 
mains hot for a greater length of 
time without any added expense. 
Easy to install. Merely wrap 
two sections around the tank, 
paste down the lap and snap on 
the metal bands. Asbestos ce- 
ment to cover top of tank is in- 
cluded. May also be used with 
our combination range boiler and 
heater outfits, shown on opposite 
page. 

42DM1 851 54— Jacket, for 
30-gallon range boiler. Shpg. 
wt.. 26 lbs. cn 

Not Prepaid 

42DM1 85254— Same, for 40-gallon range boiler. Shpg. 
wt., 27 lbs. $4 Q5 

Not Prepaid 

Fire Extinguishers 

This is one of the most effective fire extin- 
guishers on the market. Should be in every 
home, office, store and shop. Puts fire out al- 
most instantly. Contains liquid chemical. 

Capacity, 2H gallons. Generates gas which 
quickly smothers flame. Listed as standard by 
Underwriters’ Laboratories. Polished copper 
finish. A charge of soda and acid included in 
price. Shpg. wt. 21 lbs. Not Mailable. Not 
Prepaid. 

42DM90054 $9.95 

4 2 DM899 54 — Soda and add recharge, 

S acked in wood box. Shpg. wt., 3 lbs. Not 

lailable. Not Prepaid 65c 

42DM89554 — Hercules Foam Type Fire Extin- 
guisher. Similar to above, but contains chemicals specially 
effective in extinguishing fires of grease, gasoline, tar, 
paint, and inflammable solvents or chemicals. C**l 
Shpg. wt., 21 lbs. Not Mailable. Not Prepaid vAOaOU 




asy 




Never pgg 
Before 
Such 
Money 
Saving 
Prices 

Made of heavily galvanized steel 
plate; all seams are riveted and 
welded, giving these boilers unusual 
strength and durability. These 
boilers are galvanized by the hot 
dip process which produces a uni- 
form coating, much heavier than 
other methods of galvanizing. For 
real quality and service we cannot 
recommend them too highly. 

Boilers complete with fittings in- 
clude stand, cold water tube and 
four %-inch couplings. Prices 
quoted for range boilers only do 
not include anything except the 
range boilers. Furnished in stand- 
ard and extra heavy weight, in two 
sizes as listed below. State size 
wanted. 

Range boilers are easy to in- 
stall. We furnish complete 
instructions. 

For Easy Payments see page 

52. 

Standard Weight Range Boilers 

Tested to 200 pounds and guaranteed for 85 pounds 
working pressure. 



Approxi- 

mate 

Capacity, 

Gals. 


Size, 

In. 


42DM204654 

Range Boilers 
Complete 


42DM1 82254 

Range Boilers 
Only 


Shpg. 

Wt.. 

Lbs. 


Each 

Not Prepaid 


Shpg. 

Wt., 

Lbs. 


Each 

Not Prepaid 


30 

40 


12x60 

14x60 


88 

111 




74 

96 


$ 7.50 
10.50 


] 

Tested t 
ing pressur 

Approxi- 

mate 

Capacity, 


Extra 

to 250 
e up t< 

Size, 

In. 


Heavyweight Rani 

pounds pressure. G 
> 150 pounds. 

42DM204754 

Range Boilers 
Complete 


;e Boilers 

uaranteed for work- 

42 DM1 82354 

Range Boilers 
Only 


Shpg. 

Wt., 

Lbs. 


Each 

Not Prepaid 


Shpg. 

Wt., 

Lbs. 


Each 

Not Prepaid 


30 

40 


12x60 

14x60 


108 

130 


*U:ii 


92 

113 


$ 9.25 
12.25 



Where a Great Quantity 



Tirebric\ "Lined 
Water 
Heater 

Capacity, 

More 
Than 
40 Gal. 
per Hour, 

Only 

$765 



T 




Burns Hard 
(Anthracite) 
Coal 



A very efficient water heater. Sturdy construc- 
tion insures a lifetime of satisfactory service. 
Will heat more than 40 gallons per hour to tem- 
perature suitable for ordinary household purposes. 
Fire pot is lined with firebrick, a special feature of 
construction that holds the heat and keeps water warm 
with but little fuel after it is once heated. Burns hard 
(anthracite) coal. Heavy triple bar grate keeps fire 
bright and clean. Big capacity ashpit with securely 
fitted door. Equipped with lift-up top lid with always- 
cool Alaska handle. 

Inside diameter of fire pot, 10 in.; Diameter of top, 
15 inches. Water connections, 1-inch. Height, 18^ 
inches. Takes 5-inch stovepipe. 

This heater is for use connected with a range boiler. 
It is a simple matter to connect it up, using regular 
galvanized pipe. 

4 2 DM 1 84 1 54 — Shipping weight, 105 qh /im- 
pounds. Not Prepaid *P/.OD 
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and Cheap to Have HOT WATER! 



TWO -IN- ONE 



Combination Galvanized Range Boiler and 
Water Heater at a remarkably low price. 

Gas burner is directly under the special heat- 
ing unit through which the water circulates. 

Flue pipe is built right into the storage tank, 
giving maximum heating surface. The heating 
unit extends up through center of flue passage 
so that all the heat from the burning gas 
circulates around it I When the gas is burning, water circulates 
constantly from bottom to top of tank through this heating unit. 
Tank is heavily galvanized, tested to 150 pounds water pressure 
teed fo ’- 1 ~ or ‘ ” 




and guarantee 



for working ] 



pings for connection^ to auxi 
furnace if desired. 



natural gas. 



pressure up to 85 pounds. Has tap- 
ciliary heating coil in your stove or 
Burner can be adjusted for either artificial or 



420, VII 806^i — Complete, tank size, 12 inches 
5 feet high. Shipping weight, 138 pounds. 

Not Prepaid. 



in diameter. 

$18.25 



4 2D, VI 1 808/4 — Complete, tank size, 14 inches in diameter. 

4 feet high. Shpg. wt., 120 lbs. Not Prepaid $18.35 

42DM2064I4 — Same, with asbestos jacket, as shown on op- 
posite page. Shpg. wt., 148 lbs. Not Prepaid $23 30 




Relief Valve 

Used on range 
■ boilers and tanks 
to prevent ex- 
plosions due to 
excessive pres- 
sure when the 
water is heated 
to a high tem- 
perature. Gives 
positive protec- 
tion against 
[ needless damage 
to property and 
possible 1 o 8 s 
of life when 
heaters are neg- 
lected or for- 
gotten. Should 
be used on every 
range boiler or 
hot water tank. 
Can be set to 
release at 50, 

. 75, 100 or 130 
| pounds. Piston 
and valve seat 
made of special 
non-co r ro si ve 
nickel mixture. Listed as standard by 

Underwriters' Laboratories. Cf PA 

42D1 25— Postpaid ^eDU 

42D1 1 6 — Similar to above, for use 

on hot water heating plants, closed sys- 

tems. Postpaid $4.50 




Indirect Water 
Heater 

This very simple 
and practical heat- 
er, connected with 
a steam boiler, 
furnishes a plenti- 
ful supply of hot 
water for domestic 
use, at practically 
no cost. It is con- 
nected on the out- 
side of boiler and 
also connected to 
a range boiler. 

Water from the 
range boiler circu- 
lates through the 
heavy copper coil 
where it is heated 
by hot water from 
the boiler, sur- 
rounding the coil. 

Sturdy construction. Easily cleaned. 

, Height, 8J4 inches; diameter, 5 
inches; boiler connections, 1-inch; 
tank connections, Ji-inch. Capacity, 
30 to 40 gallons. 

poIM 01 *. $2.85 

42 D1 803 !4 — Similar to above 
but larger size ; capacity, 30 to 50 
gallons; height, 17 inches. 

Postpaid $7.25 




Tested and Approved 
by the American 
Gas Association 
Testing Laboratory 




All the heat 
goes up be- 
tween and a- 
round the coils. 



Showing how 
heater is con- 
nected up with 
range boiler. 



Double Copper Coll 
Gas Water Heater 

Priced to save you at least one-third 
over usual prices elsewhere. Heats 
enough water for bath in twenty minutes. 

Has improved burner and mixer, with 
combustion space between burner and 
coils, insuring complete combustion of 
burning gas and consequent economy. 

Each heater carries the blue star seal, signi- 
fying that it complies with national basic re- 
quirements for safety in gas appliances. Two 
quick heating coils of J^-inch seamless copper 
tubing. Cast iron jacket and door. Water con- 
nections threaded for. J^-inch iron pipe; gas 
valve threaded for J4-inch iron pipe. Height, 
24 inches, including burner; diameter, 7 inches. 
The standard size is recommended where 
average amount of water is used. Where a con- 
siderable amount of hot water is wanted and 
for large families we recommend our extra 
large capacity heater quoted below. Burns 
natural or manufactured gas. 

42D1 824 !4— Postpaid $5.45 

Same as above, except extra large capacity. 
Has longer coils and larger jacket. Full No. 
30 size. 

42D1 827^4— Postpaid $8.25 




You’d Pay 

$8.00 Elsewhere! 

This heater can also be furnished 
for using bottled gas; write for prices. 

Standard sizes for use with standard 
plumbing; easily installed. 

Double copper coil construction — 
hot water when you want it and in 
ample quantity. 

Large, new type gas burner — quick 
heat with minimum gas consump- 
tion. 



of Hot Water Is Needed 



2 00 Gallons of Mot 
Water per Hour 



w 



Cash 

Hot water when you need it and where 
you need it! Lots of it — all you want — 
waiting for you to turn the tap and 
draw a dishpan or a bathtub full. You 
save money when you buy the Hercules, 
and save fuel when you use it. Sturdy 
cast iron construction, with large water 
jacket surrounding fire pot. 

Thousands have given it the severest 
tests. In a very few washdays or dish- 
washings on cold winter mornings you 
will say it has more than earned its 
cost and upkeep. 

The Hercules Water Heater is for use In 
connection with hot water tank or range 
boiler for running water systems having con- 
stant pressure through pipes. 

Efficient and Powerful 

Will heat 100 gallons an hour to tempera- 
ture suitable for ordinary household pur- 
poses. Equipped with heavy improved triplex 
grate suitable for all kinds of fuel. 

The Hercules will furnish the great amount 
of hot water required in large homes, flat 
and apartment buildings, for bath, shower, 
kitchen and laundry. By connecting a reg- 
ular hot water radiator to this heater It 
can be used to heat a kitchen or other 
room very comfortably; will take care of 
40 sq. ft. of radiation in addition to range 
boiler. Can also be used for small hot 
water heating systems in garages, green- 
houses, poultry buildings, etc. Capacity of 
radiation, 160 square feet. 

Inside diameter of fire pot, 12 inches. 




We Do Not 
Pay Freight * 



Height over all, 31 inches; tapped for 2-inch 
water pipe. Takes 6-inch stovepipe. 

Shipped from factory near Detroit, 



4 2 DM4 84 2 14 — Shpg. wt., ffO 

275 pounds. Not Prepaid 

For Easy Payments see page 52 




If You live in the Country or Beyond 
City Gas Mains . . . Here Are Heaters 
to Do the Work Economicalty 



Hercules Kerosene Burning 
Blue Flame Water Heater 

Gives all the advantages of city gas for heating 
water simply and economically. Used in connection 
with range boiler. To light burner simply apply a 
match. No generation or pre-heating required. Gives 
steady blue flame without noise or smoke. Burns 
gas generated from kerosene, 
using 400 parts of air to 1 part of 
oil. Can be regulated high or 
low as desired, or let it burn 
constantly with low flame, and 
have plenty of hot water always. 

As only the vapor off the burner 
is consumed, the wick itself 
needs only an occasional wiping 
off with a soft cloth. Burns 13 
hours on full fire and 19 hours on 
low fire on one gallon of fuel. 

Has four quick heating %-inch 
copper coils connected to brass 
manifolds. This heater is suitable 
for use with a 30-gallon capacity 
range boiler. 

42DM1 828 , /4— Shpg. wt., 48 
lbs. Not Prepaid $21.75 

4 2 D 1 832 Vi — W ! c k s for 

above heater. Postpaid, ea . . 6 O C 





Gasoline Water Heater 

A very efficient and powerful Gasoline Pressure 
Water Heater, for use in connection with range boiler. 
Burns with a perfect blue flame, is very simple to 
operate and produces intense heat. The burner has 
a fine needle valve adjustment and can be quickly 
regulated from a small simmering blaze to an intense 
blue flame. Fuel is supplied through a copper tube 
from pressure tank, which can be placed outside. 
Heater has heavy double copper coil. Heats water 
fully as fast as regular gas burning water heaters, 
and is very economical of fuel. Black japanned 
cast iron jacket; height, 18 inches; diameter, 7 
inches. Tapped for J^-inch water connections. Fur- 



nished with large size air pump and welded steel 
pressure tank, 10-gallon 6ize, with pressure gauge. 
Full instructions furnished. 

42DM1 8 2 5 !4 — Shipping wt.. 67 CAJ Qff 
lbs. Not Prepaid 
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For a Sanitary Home 

USE THE 

Hercules Septic Tank 



Placed underground, 
out of sight, it brings 
to your home the ad- 
vantage of modern city 
sewers. 




Whatever the cost, health protection is always low- 
priced . Hercules Septic Tanks are exceptionally sol 
For one-third more elsewhere you might buy the 
same positive protection — but we doubt it. The Her- 
cules is more than worthy of its price! 

Protects the health of your family by providing for the safe disposal of 
all household wastes. Gives you the advantages of a city sewage system 
and removes the last barrier to the enjoyment of modern plumbing in 
rural and suburban homes. Health authorities and sanitary engineers 
endorse this effectual and inexpensive means of sewage disposal. 

Scientifically designed to promote the greatest intensity of bacterial 
action on all household wastes. This bacterial action plus the nitrifaction 
or aeration process which goes on in the tile disposal bed, purifies the 
sewage and destroys the germs. Entire outfit is underground, out of 
sight. Decomposition goes on continually, without any attention what- 
ever. No chemicals are used. Same principles employed in expensive 
sewage disposal plants installed for large cities throughout the country. 
The practicability and proven effectiveness of this process is unquestion- 
able. In operation our Hercules Septic Tanks are absolutely odorless. 

Hercules Septic Tanks are made of corrosion-resisting copper bearing steel, 
covered with a thick coating of asphalt. They are water tight and unbreakable — 
seams are electrically welded. Built-in pipe connection keeps pipe in exactly the 
right position. Steel baffle plates located so as to provide greatest efficiency. 
Cover is removable, allowing easy access at any time. A worthwhile investment 
in health insurance which our low price brings within easy reach of every home. 
Complete instructions furnished. No skilled labor needed. 



WE DO NOT PAY FREIGHT 



Shipped from factory in EASTERN PENNSYLVANIA. Not Prepaid. 




NOTE THESE 



fi. 



WINNING POINTS 



<9 



Provides health protection 
for your entire family with- 
out upkeep expense. A mod- 
ern necessity in all rural or 
suburban homes having run- 
ning water but no sewers* 



Catalog 

No. 


Diam., 

In. 


Height, 

In. 


Working 

Capacity, 

Gallons 


[Capacity 
Home Use. 
Number 
Persons 


Shpg. 

Wt., 

Lbs. 


Cash 

Price 


42 DM 3 562 Vs 


3054 


48 


150 


4 


185 


$1 3.75 


42DM3563 l /s 


38 


48 


200 


6 


240 


1 5.85 


42DM3564 ' 3 


48 


48 


300 


10 


320 


1 8.50 


42DM3565 Vs 


52 


60 


500 


20 


480 


37.50 



1 

2 

3 

4 

5 



HERCULES SEPTIC TANKS 
are electrically welded, water- 
tight and unbreakable. 

MADE OF COPPER BEAR- 
ING STEEL and covered with 
a thick coating of asphalt. 

BUILT-IN PIPE CONNEC- 
TION keeps the pipe in exactly 
the right position. 

STEEL BAFFLE PLATES 
located so as to provide greatest 
efficiency. 

THE COVER IS REMOV- 
ABLE, allowing easy access at 
any time. 



HIGH GRADE FAUCETS and FITTINGS 



China 
Handle 
Basin F aucet 

Compression 
type, made of 
brass, nickel 
chromium plated. 
_ . china cross han- 
dle, lettered “Hot” or 
“Cold.” State which is 
wanted. Universal con- 
nection, threaded for 54 -inch 
or 54 -inch iron pipe; can also 
be used with lead pipe or 
bras^ 2Q33 ^ ipe * 

NickelftP Postpaid $1 .10 




42D334 

Chromium, Postpaid. 



1.35 



Sell- 
Closing 
i Basin Faucet 

Closes posi- 
tively when 
J handle is re- 
leased and prevents 
waste of water. 
Equipped with b_a 1 1 
bearings, insuring 
smooth action and long 
life. Easy to adjust. 

Made of brass, with 

Index button lettered “Hot'' 
or “Cold." State which is 
wanted. Universal connection, 
threaded for 54- inch or }4- 
Inch iron pipe ; can also # be 
used with, lead or brass pipe. 
42D354 

Nickeled Postpaid $2-60 

42D355 

Chromium. Postpaid... 3.20 




Lever Handle 
Basin Faucet 

Compression 
type, made of 
brass, nickel 
plated. China lever 
handle lettered “Hot" 
or "Cold.” State which 
is wanted. Threaded 
for 54 -inch or 54-inch 
_ iron pipe; can also be 
used with lead or brass supply 
pipe. We Pay the Postage. 
42D332 $1.10 




Faucet 
Washers 

Handy pack- 
age of one 
dozen in six 
assorted sizes, 
with six screws. White for hot 
water; red for cold water. 

42D1410— Per tAp 

pkg. Postpaid JLUL 




Compression 
Faucet 

China handle, 
lettered “Hot" 
or “Cold." State 
which is wanted. 

We Pay the 

Postage. 

42 D 344— Nickel plated. 

54-inch size $1.08 

^4-inch size 1.40 

420345 — C h r o m i u m 
plated. 

54-inch size $1.30 

54 -inch size 1.55 




Compression 
Faucet 

For iron 
pipe. Spout is 
threaded for 
hose connec- 
tion. 

p.1§?! 46 

Size, 54- 
inch. Polished 

brass $0.95 

Nickel plated 1-05 

Size, A -inch. Pol- 
ished brass 1.15 

Nickel plated 1 .25 




Compression 
Faucet 

Malethread 
for iron pipe. 

Spout is 
threaded for 
hose connec- 
tion. Pol- 
ished brass. 

Po^d 374 

Size. 

54-inch 75c 

Size, 54-inch 93c 

42D378— Same as above, 
but with plain spout. Post- 
paid. 

Size, 54 -inch 66c 

Size. 54-inch 85c 




Gem Faucet 
Seat 

$ Dresser 

For grinding seats 
of J4, 54 and 1- 
i n c h Compression 
_ faucets. Quickly re- 
pairs a leaky faucet. Cadmium 
plated; resists rust. 

We Pay Postage. £4 Off 
42D466 vltdtl 




Some of our faucets are now offered in a choice 
of chromium or nickel plate. Chromium is pre- 
ferred by many because it is everlasting, will not 
tarnish and is easy to keep clean and lustrous. 
Some faucets are furnished only in nickel plate, 
and others in oolished brass as listed. For 
determining correct sizes see “How to Order 
Fittings,” etc., on page 40. 

All Metal Mixing Faucet 







A beautiful new faucet outfit of artistic design, 
with metal soap dish and modern non-tamishing 
chromium plate finish. Faucet handles are also 
metal. Spout swings from top, making a com- 



ict unit especially suitable for use on the new 
low back sinks. Will fit any sink drilled for 
regular faucets. Female thread, }4-inch. 



42 D 39 4— Postpaid $6.75 

Quick Compres- 
sion Bath Faucet, 

New Style 

China lever handles. Let- 
tered "Hot” and “Cold." 

Threaded for 54 -inch pipe. 

We Pay the Postage. 

420337— Nickel plated..# 

42P338— Chi ' ' 




hromium plated. . 



$2.45 

• $2.95 



Sink Strainer 

New style strainer with tailpiece. Used 
with 154 -inch traps listed at right. 

42 D 386— Nickel plated. 

Postpaid 52c 

42 D 389 — Chromium plated. 

Postpaid, . . - 65c 

Adjustable 
( Sink Legs 

New design, heavy cast Iron with 
smooth finish. Adjustable for vari- 
ous heights. Long leg is used under 
drainboard ; short leg is < used under 
sink compartment. Furnished either 
painted or white porcelain enameled. 

White Painted Legs. 

42DM5100 , /4— Short. Shpg. wt., 

14 lbs. Not Prepaid $1.45 

42DM5101 %— Long. Shpg. wt., 

17 lbs. Not Prepaid $1.85 

Porcelain Enameled Legs 
42DM5102V4— Short. Shng. wt., 

15 lbs Not Prepaid $2.50 

42DM5103V4— Long. Shpg. wt,. 

18 lbs. Not Prepaid $2.60 





COPPER SERVICE TUBING 

For hot and cold water lines in new or old 
installations. Rustproof; will give per- 
manent trouble-free service. Easy to install. 

Flexible: can be bent, around corners and 
obstructions. Comes in lengths up to 25 
feet. Shpg. wt., per ft., 54-inch, J4 lb.; 54 - 
inch, ?4 lb. 

42DM31 8V4— Not Prepaid. 

Size, 54-inch, per foot 1454c 

Size, 54-inch, per foot 25c 

Prices subject to market fluctuations. 

Copper to Iron 
Union 



Copper to Copper 
Union 
42DM31 954 

Not Prepaid. 

54 in. Shpg. wt., 54 lb. 54c 
54-in. Shpg. wt., 54 lb. 68c 



Copper to Copper 

Tee 



.$1.52 



42DM32 1 54 

Not Prepaid. 

54~in. Shpg, wt., 

154 lb 

% -in. Shpg. wt., 

254 lb 2.00 




42DM32054 

Not Prepaid. 

Shpg. wt., 54 lb. 55c 
Shpg. wt., 54 lb. 69c 

Flanging Tool 

42DM32254 

For Ranging 
ends of tubing. 
Not Prepaid. 

54 -in. Shpg. wt., 

1 lb. $0.68 

54 -in. Shpg. wt., 

154 lb 1.QQ 




Sink and Lavatory Traps 

Made of 20-gauge brass, 
tubing, nickel or cliro- 






mium plated. Lavatory 
traps, size 154 inches, will 
fit any lavatory on page I 
1036. Sink traps, size 154 ' 
inches will fit any of our 
sinks listed on page 34 or 35. Sink strainer 
and tailpiece listed separately at left. All 
traps for lead pipe connection. For iron 
pipe connection, add 50c extra. 

42D480V4 — "P“ trap to wall, 154 inch, 

nickel plated. Postpaid $1.30 

A — Same, chrome plated. Postpaid.... 1-60 

f 6*A— *"S" trap to floor, 154 inch, nickel plated. 

ostpaid. ..... $1 .7 5 

42D477V4 — Same, chrome plated. Postpaid.... 2*25 

42D391 Va — Metal plug, complete with chain and rubber 
stopper, necessary with all 154 -inch traps when pop-up 



42D393V4 — Same, chrome plated. Postpaid 65c 

42D482V4 — *'P“ trap to wall, 154 inch, nickel plated. 



higl 



tpai< 

-2D- 



1:IS 



% — Same, chrome plated. Postpaid.... — 

2D478V4 — “S“ trap to floor, 1J4 inch, 2654 inches 

ted. Postpaid .....$2.30 

•Same, chrome plated. Postpaid 2»7S 



nickel plated. 

420479*4 — r 



Laundry Tub Faucet 

Spout swings right and left so 
that two tubs may be supplied 
with hot and cold water from one 
faucet. Threaded for 54 -inch iron 
pipe. Spout is threaded for hose 
connection. Dipped nickel finish. 
Fastens to tub with adjustable 

cl 4 m :?D303- y . I !??!!f*:$2.70 
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GENUINE ARMSTRONG 




OUTLASTS 

T1A/A ORDINARY 

I WUtorches 

TestsProve It! $ 3.50 

45 * 



All over the country, in 
homes and shops like yours, 
countless men like you are us- 
ing and praising the Hercules. 

This legion of friends grows steadily 
year by year — there are no deserters 
from the ranks — because Hercules 
Torches earn friendship. They earn 
it in long and loyal service, in unfail- 
ing performance, and in their on-the- 
job proof of quality. Their fame rests 
firmly on established merit. No won- 
der the sales continue to soar! 

For $6.50 — or almost double our low 
•rice — you might equal the Hercules, 
_ut torch-wise men, who invariably 
own them, will tell you to save the 
difference. Consider the facts: 

Tank is heavy seamless sheet brass, oi 
a medium temper, for best service. If 
brass is too heavy, the tank will dent ; if 
tempered too hard the brass will crack. 
Hercules brass is just right - neither too 
heavy nor tempered too hard. 

Tank base is of sheet brass slightly 
heavier than body. Bottom is funnel 
shape, permitting quick and easy refill. 
Bronze casting filler plug with lead 
washer, which will seat properly and pre- 
vent leaks. 

Specially constructed pump that will not 
leak; j4-inch in diameter, mounted on tank 
instead of handle, which permits one- 
hand pumping without upsetting the 
torch. 

Burner is bronze mixture, so construct- 
ed that it generates gas very quickly. It 
is 85 per cent copper, 5 per cent tin, 5 
per cent antimony and 5 per cent lead, an 
alloy developed by science as the best and 
most practical for torch burners. Long 
underflow with convenient cleanout plug, 
and removable hook soldering iron holder. 

Each burner is given the triple test- 
air. fire and water— before shipping. 



Adjustable Stocks and Dies 




Genuine Armstrong, noted for easy operation and perfect re- 
sults. Adjustable dies are Kalorized steel with double taper 
threads in throat. They last long, pull lightly and cut perfect 
threads. Threads are mill threaded, machine relieved. Open 
space in stock directly over throat provides means for oiling 
where threading starts. All sets are equipped with adjustable 
guide, eliminating loose ring guides, and assuring straight 
threads. In comparing prices, remember we give you the 
Genuine Armstrong, not merely a pattern or imitation. Each 
set packed in a hinged dovetailed wooden^box. Postpaid. 

Bard 
Adj. 
Guides 



Catalog 

No. 


Threads Pipe 
Size, Inches 
Inclusive 


Complete 

Set 


Extra 
Dies, 
Ea. Size 
2 Pieces 


42D839% 


54 to 1 


$ 7.60 


$1 .35 


42 0 840' i 


54. Ya. 1.... 


5.20 


1 .35 


42D841 % 


54 to 154.... 


8.85 


1 .70 


42D842U 


54 to 154.... 


12- OO 


1.70 


4 2 D 8 4 3 % 


1/ to 2 


1 1 .40 


3.00 



$ 2 . 2 < 

2.2f 

2*6w 

2.65 

3.50 




Ever Ready Pipe Threader 

Stocks are made of malleable iron, cutters in dies are of 
tempered tool steel. Cuts clean, sharp threads. 42D86654 fur- 
nished with lead screw. Lead screws not required on smaller 
sizes. We Pay the Postage. 

.Threads sizfc 
Dies 



Catalog 

No. 



42D860% 
4 2 D 8 6 1 % 
42D862V4 

42D864% 

42D863V4 

4 2 D 8 6 6 ’4 



Pipe Size, 
Inches 



54 . 54 . H. 54 . 

54 . Ya. 1 

Ya { H. 54 . Ya. 

Y. 1 

H. V. I. Ya. 1. 

154 . 1 /*... 
154 . 154 . 2 ... 



2 x/ 
2/x*4 



254x54 
3 x*4 



Com- 

plete 

Set 



$4.90 

4.68 



6.50 

5-90 



9.65 

9.15 



Extra 

Dies. 

Each 



$0.90 

1 .00 



1.00 

1.28 



1.28 

1.60 



Extra 

Guides. 

Each 



18c 

26c 



26c 

38c 



38c 

49c 



6-Inch Size 
Postpaid 




Stillson Pattern Wrench 

A sturdy wrench made of high grade steel. Parts 
interchangeable with any standard Stillson wrench. 
Sizes 6 and 8-inch have wood covered steel handles. 
All other sizes have solid steel handles. Postpaid. 
42D1 148 — Stillson Pattern Wrench. 



Lgth., open. 
Takes pipe. 



ini 


6 1 


8 


1 10 


1 14 1 


| 18 1 


1 24 1 


ini 




Ya 


1 


156 


2 


2/a 


...1 


45c| 


50c 


163c I 


1 85c 1 


$1.15 1 


1 $1.75 | 



36 

354 

$3.25 




Postpaid 



Hercules Chain 
Pipe Vise 

A big time saver. Pipe can 
be locked in place or removed 
almost instantly. Holds any 
kind of rods or pipe, round or 
square, large or small, with 
rigid, unflinching grip. Has 
strong malleable iron base, 
heavy chrome nickel steel chain 
and oil tempered tool steel jaws. 
Third small jaw grips short nip- 
ples, tees, ells and odd shapes and 
supports small diameters without 
bending. Only pipe vise on the 
market with three jaws. For bench 
or post. Takes pipe size, 54 to 2/ 
in. We Pay Postage. 

42D1171 



$2.75 




Clamp Pipe Vise 

£(\ This is a very popular 

V M A J vise for moving about to 
F jLZ different jobs. It is 
■U quickly and easily fas- 
And Up tened to a bench or post 
Postpaid with the handy screw 
clamp which holds it with a firm 
grip. Extra heavy throughout. 
Side latch and hinge permit pipe 
to be placed in vise sideways. 
Made of malleable iron. Jaws and 
hooks are steel forgings. Post- 
paid. 

42 D1 1 65*4 — Takes pipe in 
sizes 54 inch to 154 inches. $2 *2 5 
42 D1 173% — Takes pipe in 
sizes 54 inch to 2 inches- $ 3 <00 

For other Vises see Hardware 
pages or refer to Index. 






SI 



, ln HERCULES 

INDESTRUCTIBLE 
PIPE WRENCH 



_ master pipe wrench, 

scientifically designed. Gu 



Here is 



practical and 

^ Guaranteed not to break. 

High grade steel jaws. Grips instantly. Cannot lock on pipe. 
No delicate frame work. No sharp corners. Will outlast almost 
any other pipe wrench, regardless of price or make. 

42 D1 145 — We Pay the Postage. 



Length, open. in... 

Takes pipe, in 

Each 



1 6 1 


3 1 


10 


1 14 1 


1 18 1 


1 24 1 


54 


Ya 


1 




2 


256 


| 50c 1 


62c 1 


75c 


1 $1.05 1 


1 $1.45| 


| $2.20 1 



36 

354 

$3.95 



Quick Action Pipe Vise 

Made of the best materials, sci- 
entifically designed and absolutely de 
pendable. The vise is gracefully ^ 
constructed, finely finished, and at- ^ 
tractive in appearance. The side 
latch and hinge permit taking pipe 
out sideways. Holds pipe, rods and 
bars. Malleable iron with steel jaws. 



We Pay the Postage. 



And Up 
Postpaid 

42D1 1 66% — Holds pipe from 54 
to 154 in $1 .22 

42 D1 1 68%— No. 1. 

Holds pipe from 54 to 254 in $2.55 / 

42D1 1 70 , /4— No. 2. f 

Holds pipe from 54 to 3*4 in 3.75 ^ 





Saunders 
Pipe Cutter 

Wheel cuts groove in pipe and 
the two rollers roll edge down 
smooth. No burr left which 
would prevent die taking hold 
easily when threading pipe. 
Malleable iron, tool steel cutting 
wheel. 

42 D852— Postpaid. 

No. 1 No. 2 

Cuts pipe, in. . 54 to 1 1 to 2 

Each $1.85 $2.75 

Extra wheels, 

each 16 *20 




Barnes Three- 
Wheel Cutter 

Malleable iron. Has three tool 
steel cutting wheels. Cuts pipe 
quickly and easily. 

Will cut off a pipe or tube by 
turning only one-third of the 
way around. 

42 D850— Postpaid. 

No. 1 No. 2 

Cuts pipe, in.. 56 to 1 54 to 2 

Each $2.25 $2-85 

Extra wheels, 

each 15 -18 



OSTER BULLDOG 
Pipe Threading Stocks 
and Dies 



The Dies 
Open 




No 

Loose 

Bushings 



The most serviceable, durable and practical 
Pipe Threader in use today. Built to last a 
lifetime. Cuts clean, sharp, leakproof threads. 
A high grade pipe tool at a price you'll gladly 
pay. Used by professional plumbers and steam- 
fitters everywhere. Dies instantly adjusted. 
When thread is cut, open dies and lift tool over 
finished thread. 

We Pay the Postage. 



Catalog 

No. 


Plain Type 

For Pipe, Inches 


Each 


42D870% 
42D87 1 % 
420872% 
420873% 


54 . 54. 54. 54. Ya.... 
54. 56. 54. Ya. 1. 154 
Z. Ya. 1. 154 


$ 9.62 

i§:5! 


54. Ya. 1. 154. 154 . 2 


18.48 



Ratchet Type — Permits much faster work; also 
pipe can be threaded in close corners. 



Catalog 

No. 


Ratchet Type 

For Pipe. Inches 


Each 


42D876% 


54. *4. 54. Ya. 1. 154 


$14.75 


42D877 1 \ 


54. Y. 1. 154 


12.65 


4 2 D 8 7 8 1 1 


54, Ya. 1. 154. 154 . 2 


22.15 


42D879% 


154 . 2 , 254 , 3 


37.45 



Burring Reamer 

Tool steel. Fits common bit 
brace. Removes burr from pipe 
after cutting. 

42D891 — For pipe size. 54 to 1 inch. ■ 

We Pay the Postage UvC 

42D892 — For pipe size, 54 to 154 in. We 

Pay the Postage 78c 

42D893 — For pipe size, 54 to 2 in. We 

Pay the Postage $ 1 .60 
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STEAM, GAS WATER PIPE 
AT LOWER PRICES 



MALLEABLE IRON FITTINGS! 



r yp 

_QOO 

OOOG 
/r OQO^ 
0000 G 




Use black pipe and 
fittings for steam and 
hot water heating sys- 
tems, oil or $as, irri- 
gation or air lines. 

Use galvanized pipe 
and fittings for supply 
and waste pipes on 
plumbing systems, 
drinking water pipe 
lines, etc. 



Pipe Is Shipped Not Prepaid 



Good quality evenly rolled stock, carefully 
welded and free from imperfections. Sizes, 
H-inch to 4-inch, black and galvanized, in 
stock at our store. Prices on larger sizes 
quoted on application. Prices quoted here 
are for pipe furnished in random mill 
lengths, about 20 feet 6 in. long, threaded 
both ends. One coupling furnished with 
each piece of pipe. If wanted cut to specified 
lengths and threaded, couplings are not in- 
cluded and an extra charge is made for 
threading each end of each piece, as quoted 
in table at right. Allow cost of two threads 
for each piece of pipe. Price# subject to 
market changes. 



Inside 

Diam., 



g*5 

Hi 


42DM2100J4 
Black, 
per Foot 


42DM2101 54 
Galvanized, 
per Foot 


Threads 
Extra, 
Each End 


X 


356c 




5 c 


lio 


3% c 


5%c 


5c 


X 


3%c 


5%c 


5c 


4s 


4%c 


6c 


5c 


Yit 


§Ul 


756c 
1 0 /6 c 


5c 

7c 


2X 


11c 


1454c 


7c 


2X 


1 3 54c 


1 7 c 


9c 


3X 


1 7%c 


23c 


11c 


SX 


2854c 


3656c 


1 5c 


7X 


36%c . 


4756c 


22c 


9 


47%c 




28c 


10X 


5656c 




33c 




Brass Pipe 

and Fittings 



Brass piping is becoming more and more popular 
with home owners. By using brass pipe and fittings 
rust incrustation inside the pipe is eliminated. This 
advantage of brass pipe, together with its factor of 
absolute permanence, makes it especially adapted 
for use on plumbing systems and fully accounts for 
its rapidly growing popularity. Install brass pipes 
when you build or when you refixture. The increased 
cost of brass on any plumbing system is compara- 
tively small, because the. supply pipe and fittings 
represent only a fractional part of the total cost of 
the material. Brass pipe comes in 12-foot lengths 
and is not threaded. 



M-in. Brass Pipe weighs 1 lb. per ft. Size, Size, 
X-in. Brass Pipe weighs 1 X lb. per ft. M-in. M-in. 
42DM10054 — Brass Pipe. Per foot.. 34c 45c 

42DM101— B rass Elbows. Each 1 4c 

4 2 DM 1 02 — Brass Couplings. Each ..12c 
42DM103 — Brass Unions. Each. .>. .34c 

4 2 DM 1 04 — Brass Tees. Each 18c 

4 2 DM1 05 — Brass Reducing Tees. 

Each 24c 

42DM106 — Short Nipples. Each.... 8c 
4 2 DM1 07 — Long Nipples. Each 1 6c 

Prices are subject to market fluctuations. 
Size of largest opening on reducing tees governs 
price. 



Brass Pipe and Fittings are Shipped Not Prepaid 
For Copper Tubing and fittings, see page 38. 



Cast Iron Fittings 

Not Prepaid 



42DM134 

Cast Iron 
45-Degree El- 
bows. 



Size 
X in. 

1 in. 
IX in. 
IX in. 

2 in. 

2X in. 

3 in. 



Each 

8c 

14c 

U: 

47c 

70c 



42DM1 36 

Cast Iron 
Tees. 



Size 
X in. 

1 in. 
IX in. 
IX in. 

2 in. 
2^ in. 

3 in. 



Each 

10c 
1 2c 

i!c 

33c 

57c 

87c 



4 2 DM1 32 

Cast Iron 
Reducing 
Elbows. Size 
of large end 
given here. 



Size 


Each 


1 


in. 


9c 




i in. 


1 4c 


ih 


£ in. 


18c 


2 


in. 


25c 


2X in. 


47c 


3 


in. 


67c 




Pipe 

Size Each 

1 in. SO. 4 1 

1 X in. .49 

1 X in. .59 

2 in. .76 

2 X in. .95 

3 in. 1.20 



42DM1 30 

Cast Iron 
90-Degree El- 
bow. 



Size 

i*fc 

2 in. 

2X in. 

3 in. 



Each 

6c 
8c 
1 2c 
16c 
22c 
40c 
59c 



4 2 DM1 22 

Red Rub- 
ber Gaskets 

for Unions at 
left. 



Each 



HOW TO ORDER PITT1NGS. VALVES 




r ur if 



rm i 



cordance with regular trade practice. 
The pipe sizes given for fittings, valves, 
faucets, etc., refer to the inside dia- 
meter of the pipe to which they con- 
nect, and not to the diameter of the 
threads on the inside or outside of the 
fitting itself. For example, the out- 
side diameter of a 5^-inch pipe is almost 
one inch, so the threaded opening of any J^-inch valve 
or fitting measures about one inch in diameter. That is 
why many people make the mistake of ordering fittings 
too large. The diagram shown here gives exact outside 
diameter of all pipe sizes from H-inch to 2 inches. Bo 
sure to order correct size. 

SHIPPING WEIGHTS— The shipping weights of pipe 
fittings varies, according to the number ordered end 
the method of shipment. An estimate of the ship- 
ping weights and freight, express or parcel post 
charges will be furnished if desired, upon receipt of 
a list of the fittings in which you are interested. 




42DM1 42 — Cast Iron Reducing Tees. 

Size of largest thread given her;. State tap- 
pings wanted. 



Size 


Each 


Size 


X in. 
1 m. 


11c 

1 4c 


2 


in. 


IX in. 


21c 


2X in. 


IX in. 


26c 


3 


in. 



Each 

37c 

65c 

98c 




42DM1 54 

Graphite Pipe 
Joint 

Compound 
Used in pipe 
threads to 
make t i gh t 
joints. Not Pre- 
paid. 

1-lb. can. . 25c 




Water Gauge 

Brass cocks, 
rough brass 
with iron wheels 
and steel guards. 
Has pet cock 
for draining. 
Used on heating 
boilers, power 
boilers, etc. 
' eads on 
cocks fit 
ch pipe 
tapping. Size of glass, Xxi2 
inches. 

42D622 

Postpaid SI. 95 




Cast Iron Sink Traps 

Used principally with our flat rim 
sinks and laundry tubs. Adjustable for 
swing to any angle as well as for 
height. Brass cleanout plugs. Not 

Prepaid. 

42DM439 

“P” Trap to wall 
for new style sinks. 

Size, 1 X inches. 

Male thread outlet 
for iron pipe connection. 

Shpg. wt., 5 lbs 60c 

42DM440 — Same, but with 
funnel for use with laundry tubs 
and old style sinks. Shpg. wt., 

SX lbs 80c 

42DM443 — Similar to above, 
but for old style sinks or laundry 
tubs. Not adjustable. Shpg. wt., 

7 pounds 60c 



42DM441 

“S“ Trap to 
floor for new 
style sinks. 

Size, IX inches. 

Male thread outlet for 
iron pipe connection. 
Shpg. wt., 

11 lbs SI. 25 

42DM442— Same, 
but with funnel for use 
with old style sinks. 
Shpg. wt., 

liX lbs SI .45 




Iron Drum Taps 



Size , 4 X x5 X 
inches. Nickel plated 
brass cover. Tapi- 
ped IX inches 
side and bottom. 
Shpg. wt.,6J4 lbs. Not Prepaid. 
42DM438 98c 



Size, 4X x8 X 
inches. Tapped for 
1 X -inch pipe ... 
Nickel platedl 
brass cover. Shpg. 
wt., 3X lbs. Not 
Prepaid. 

42DM436 $1.10 



Not Prepaid 

See note under “How to Order Fittings, Valves, Etc./ 
shipping weights. 

Pipe Nipples 

When ordering 
42DM126 or 42DM127, 
state whether close 
or short nipples are 



about 



wanted 

size. 

Pipe 

Size, 

In. 


Close and Short’ 


Close 


iluiuilt 

Short 


Pipe, 

In. 


42DM126 

Black 


42DM127 

Galv. 


L fi h - 


Lgth., 

In. 


1 


\ /x 

!B 


2c 

256c 

3c 

it 


ft. 

it 

456c 

7c 


i* 

ig 

IX 

IX 


lx. 

2 

2X 






0/2C 

1 5c 

20c 


tft 

26c 


2 4 
l* 


2H 

3X 





Long Nipples. 


State length wanted. 


i'ipe 

Size, 


42DM128 


42DM129 


Length, 


In. 


Black 


Galv. 


Inches 


X 


4c 


656c 


2 to 6 


X 


456c 


7c 


2 to 6 


x 


5c 


756c 


2 to 6 


X 


6c 


9c 


2 to 6 


1 


756c 


11c 


2Hto6 


IX 


9c 


1 5c 


2X to 6 


{X 


1 1c 


18c 


3 to 6 


2 


14c 


25c 


3 to 6 


2X 


28c 


40c 


3 to 6 


3 


38c 


55c 


3X to 6 



Pipe 

Caps 

42DM1062 

Black, 

Each 

2c 

4c 

5c 

8c 

18c 

21c 



42DM1063 

Galv., 

Each 



5c 

lie 

27c 




Bustlings 

Reduce one 
size — largest 
thread size given 
here. 

42DM1056 42DM1057 
Pipe, Black, Galv., 
In. Each Each 

X 



is 

3 “ 



4c 
5c 
6c 
7c 
1 2c 

& 



7c 

It 

IS. 

ht 

32c 

45c 




T2DM1052 42DM1054 
Pipe, Black, Galv., 

In. Each Each 

2c 3c 

2c 3Xc 



§ 

X 



5c 



IX 


4c 8c 


IX 


6c 1 2c 


2 


8c 1 7c 



42DMI008 42DM1009 
Pipe, Black, Galv., 
In. Each Each 

X 4 C Sc 



X 


9c 


11c 


1 


12c 


1 5c 


IX 


21c 


28c 


IX 


28c 


33c 


2 


46c 


60c 



Reducing Tees 

Prices as above. 
Specify 42DM1010 
for black and 
42DM1011 for gal- 
vanized. Largest 
opening governs 
price. In ordering, 
first give size of big- 
ger end of run, then 
other end of run; side 
branch last. 




42DM1006 42DM1007 



Pipe, 

In. 



Black, Galv., 
Each Each 



3c 

4c 

6c 

,lc 

20c 



4c 
5c 
7c 
1 1c 

1 5c 
25c 
33c 
56c 



42DM1004 42DM1005 
Pipe, Black, Galv., 
In. Each 



X 

IX 



3Xc 

6c 

7c 

18c 

22c 

37c 



Each 

4c 

ic 

lie 

22c 

30c 

48c 



42DM998 42DM999 



X 



Reducing Elbows 

Same prices as above. 
Specify 42DM1000 for 
black and 42DM1001 
for galvanized. Price is 
figured by size of big 
end. State size of 
tappings wanted on 
both openings. 



Malleable 

Reducers 



Reduce one l 
largest size governs 
price. 

42DM1050 42DM1051 
Pipe, Black, Galv., 

In. Each Each 

8 /S 4c 

X 5c 

t 9i 7c 

1 10c 

IX 11c 

IX 14c 

2 24c 



5c 

lie 

14c 

20c 

32c 




No gasket or 
washer required. 



42DM1048 42DM1049 


Pipe, 


Black, 


Galv., 


In. 


Each 


Each 


X 


20c 


25c 


X 


22c 


30c 


1 


29c 


40c 


IX 


44c 


60c 




Udylite finish. 



Black, 


Galv., 


42DM1046 42DM1047 


Each 


Each 


Pipe, 


Black, 


Galv., 


4c 


5c 


In. 


Each 


Each 


5c 


7c 


X 


1 Oc 


15c 


7c 




X 


1 1c 


1 7c 


8c 


9c 


X 


1 2c 


19c 


10c 


1 3c 


X 


16c 


22c 


1 7c 

23c 


22c 

29c 

45c 


1 

IX 


ilc 


29c 

40c 


35c 




33c 

45c 


18 : 



Malle- 
able 
Return 
Bends 

42DM1064 

Pipe, Black. 

In. Each 

X 1 9c 

1 28c 

2 65c 



DRAINAGE FITTINGS 



Not Prepaid. See note under “How to Order Fittings, 
Valves, Etc.,” about shipping weights. 

42DM988 Jonwnft , 

ilU W 42DM992 

"JJ/Mfe || Drainage 

Pipe Size, 1 X in ... 25c 




Degree 
Drain- 
age 
Elbow 

Pipe Size, 1 X in. 2 3c 



42DM986 

45- 

Degree 
Drainage 
Elbow 

Pipe, Size, 1 X in. 2 2c 





32c 

lXxlX in 36c 






42DM990 

Galva- 
nized Long 
Screw with 
coupling 
and locknut 
faced. For 
drainage 
piping. Pipe, 

w- 75 c 



Each . 




Combination Cast Iron Hub Drainage Fittings 
for Screwed Pipe 

The hub end to be calked: the other 
two openings threaded for screwed 
pipe. Eliminate long screw connections. 

42DM993 | 42DM994 

Sanitary I Sanitary 

Waste Tee I Vent Tee 

Pipe size, 1 X in. I Pipe size, 1 X in. 

78c I 90c 




40 
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Plumbers’ Tools 

Gasoline Blast Furnace 

^ jam A very high grade furnace, strong 
U j and substantially made. By remov- 
•Wim* ing top it may be used as a torch 
for thawing frozen water pipes, 
rostpaia b urn i ng Q ff old paint, heating glue 
pots, etc. Gives hot blue flame. Melts 
lead or solder quickly. Reservoir is galvan- 
ized. 

We Pay the Postage. 

42D1 457V& •PT.SK> 

Melting Pot or Ladle not included in 
above price. 

i" ' • ■ ■■■■ 't fcn Calking Chisel 

We Pay the Pottage . 

42D490 — Straight Calking Chisel 24c 

42D492 — Right Hand Offset Calking Chisel 25c 

42D494— Left Hand Offset Calking Chisel 26c 






Plumbers’ Melting 
or Pouring Ladle 



Cast iron bowl. Steel handle, 3- 
Inch ladle fits Melting Pot 42D496. 

42D1 460 — We Pay the Postage. 

Size, across bowl, I I 

inches 3 4 5 

Price, each I 20c | 25c | 43c 




Melting 
Pot 

Cast iron. 
Diameter at 
top, 5 inches. To fit 
42D1457*£ furnace list- 
ed above. We Pay the 

P °42D496. . 40C 




Asbestos Joint Runner 

For pouring lead into horizontal soil pipe 
joints. Fits up close to mouth of hub. Lead 
cannot leak out. Easily attached. Made of 
strong fiber asbestos with cast iron pouring lip 
and clamp. For 2, 4, 5 and 6-in. pipe. 

We Pay the Postage. 4 P 

42D484 ^lalO 



Basement or Garage Drain Trap 

Not Prepaid. 

42DM61 6 — Size, about 6x6 ()P n 

inches. Shipping weight, 4 lbs 

42DM618 — Size, about 9x9 inches. 

Shipping weight, 12 pounds 68c 

42DM620 — Size, 12x12 inches. Ship- 
ping weight, 16 pounds $1 .05 

Back Water Trap 

Prevents flooded basements caused by water 
backing up in sewer. Fits 4-inch standard or 
extra heavy soil pipe. No cementing to be done. 
Outer cushion of rubber expands as three nuts 
are tightened to make a perfect fit. Particles 
of sand or other foreign matter will not prevent 
rubber ball valve from closing tight under pres- 
sure of back water. 

42D600 — Postpaid $2.70 





cm.) 



Not Prepaid 



We do not pay the freight on Soil Pipe and Fit- 
tings. Prices are subject to market changes. 



Single Hub Soil Pipe 

Sold in 5- Foot Lengths Only 

s #?- 



42DM1 500 M — Standard. . . . 
42DM1 50254 — Standard.. . 

4 2 DM1 501 54— Extra Heavy. 
42 DM1 503 '/4 — Extra Heavy. 



Size 



2 in. 
4 in. 
2 in. 
4 in. 



18 lbs. 
37 lbs. 
29 lbs. 
64 lbs. 



Per 

Length 



■til 



88 
55 
. .12 
2.36 




Doable Hub Soil Pipe 

Sold in 5-Foot Lengths Only 



42DM1504J4 — Standard. . . . 

42DM1506J4— Standard 

42DM150554 — Extra Heavy.. 
42DM150754 — Extra Heavy.. 



Size 


Shpg. 

Wt. 


Per 

Length 


2 


in. 


21 lbs. 


$0.95 


4 


in 


40 lbs. 


1.62 


2 


in. 


30 lbs. 


1 .18 


4 


in. 


65 lbs. 


2.46 




2x2 

4x2 

4x4 



42DM1 52914 

Extra Heavy. 

8 lbs. $0.55 

16 lbs. .82 

20 lbs. 1.03 



Y 

Branches 
4 2 DM1 56454 

Standard. 

Size, Shpg. Wt., 

In. Lbs. 

2x2 8 

4x2 14 

4x4 19 

4 2 DM1 56514 

Extra Heavy. 

Size, Shpg. Wt., 

In. Lbs. 

2x2 10 $0.55 

4x2 15 .82 

4x4 21 1 .03 





Clean 
Out 
Y With 
Brass 

Screw 

Cover 



42DM1 59454 

Standard. Size, 4 in. 
Shipping weight, 16 
pounds $ 1 • 80 

42DM1 59554 

Extra Heavy. Size, 4 
inches. Shipping wt., 
23 pounds $2.24 



Cast Iron Increasers 

4 2 DM1 556!4— stand- 

ard. Size, 2 to 4x24 in. long. 

Shpg. wt., 16 lbs 92c 

Standard. Size 4 to 5x30 
inches long. Shipping wt.. 
30 lbs... . . • ■ $1 .47 



42DM1 557^4— Extra 

Heavy. Size, 2 to 4x24 in. 
long. Shipping weight, 19 

pounds $1.14 

Extra Heavy. Size, 4 to 
5x30 inches long. Shipping 
weight, 25 lbs $1 .80 




Size, 
2 in. 
4 in. 



Soil Pipe 
Rests 

1 42DM1508 

Standard. 

Shpg. 

Size, Wt. 

2 in. 2*4 lbs. 22c 

4 in. 3 lbs. 29c 

4 2 DM1 509 

Extra Heavy. 

Shpg. Wt. 

3X lbs. 29c 

5 lbs. 33c 



Offsets 




Size, 

In. Lbs. I 
2x12 8 

4x12 19 

4 2 DM1 57354 

Extra Heavy. 

2x12 9 $1.03 

4x12 21 1.4 7 



Eighth 
Bends 

42DM1512J4 

Standard. 

Shpg. 

Size Wt. 

2 in. 4 lbs. 

4 in. 10 lbs. 

42DM1 51 354 

Extra Heavy. 

2 in. 6 lbs. 29c 

4 in. 12 lbs. 55c 





Size Shpg.Wt, 

2 in. 4 lbs. 

4 in. 11 lbs. 

42DM1 51 554 

Extra Heavy. 

2 in. 5 lbs. 40c 

4 in. 14 lbs. 62c 



T Branch 
Tapped for 
Iron Pipe 
42DM1560J4 

Standard. 

Size, Shpg. 

In. Wt. 

2x1 ** 5 lbs. 52c 

4x1 ** 10 lbs. 74c 

4x2 10 lbs. 74c 

4 2 DM1 561 54 

Extra Heavy. 

Size, Shpg. 

In. Wt. 

2x1** 7 lbs. 62c 

4x1** 12 lbs. 92c 

4x2 13 lbs. 92c 



Sanitary 
Tapped / 

T Branch 

42DM1548 54 
Standard. _ 

Size, Shpg. Wt.S 
In. Lbs. 

2x1** 5 

4x1** 11 

4x2 12 

42DM1 54954 

Extra Heavy. 

Size, Shpg.Wt., 

In. Lbs. 

m .1 •?:« 

4x2 13 1,14 





Clean 

Out 

Ferrule 



42DM404 

Cast iron body, 
brass screw cover. 
Size, Shpg. Wt., 

In. Lbs. 

2 1** 25c 

4 3 48c 



Sanitary T 

42DM1 53254 — 4-Inch 

Standard. Shpg. wt., 19 lbs. 

With 2-inch side inlet for soil 

pipe $1 .58 

With 1 **-in. tapped side inlet 

for iron pipe $1.76 

42DM1 53354— 4-Inch Extra 
Heavy. Shpg. wt., 20 pounds. 

With 2-in. side inlet for soil pipe. ...$1.76 
With 1 **-inch tapped side inlet 1.95 

State if right or left side inlet is want- 
ed. Illustration shows left hand. 





Half S Traps, Size, 4 Inches 

42DM1 54054 — Standard. Ship- <i A 

ping weight, 20 pounds vl»lU 

4 2 DM1 541 54 — Extra Heavy. Shipping weight, 
24 pounds $1 .35 



SAVE M ON EY»» These BRASS VALVES 



Valves Are Shipped Not Prepaid 



Roof Flanges, Closet Bends and Lead Goods listed be. 
low are Shipped Not Prepaid . 




Brass 

Gate 

Valve 

42DM536 

For Shpg. 




In. 

X 


Lbs. 

IX 


$0.65 


X 


IX 


.80 


1 


2X 


1.10 


IX 


4 


1.50 


IX 


5 


2.00 


2 


7** 


2.85 



Brass Stop and 
Waste 




42DM578 

For Shpg. 

Pipe, Wt., 

In. Lbs. 

** 1** $0.58 

X 82 

1 2*4 1.45 



Lever Handle 
Stop 




Rough Brass. 

42DM574 

For Shpg. 

Pipe, Wt., 

In. Lbs. 

X 1** 58c 

X IX 80c 




Brass 

Cock 



42DM546 

For Shpg. 

Pipe, Wt., 

In. Lbs. 

X 

1 

IX 
2*4 



X 

X 

1 

IX 



$0.58 

.80 

1.08 

1.70 




42DM567 



For Shpg. 
Pipe. Wt., 
In. Lbs. 



X 1* 
X 2* 



1 

IX 



*?:io 

’•so 



lO 



Compression 
Stop and 
Waste 
Cock 
Valve 
stem 
works i 
stu f f i n g 
box. Solid , 
brass. 

42DM585 

Size, , . 

Shipping weight. 

1** lbs 53c 

Size, X inch. 
Shipping weight, 
IX lbs 60c 




Compression 
Sill Cock 




I >lated brass, 
oose key. For 
X -inch iron pipe. 
Fits X or **-in. 
hose coupling. Shpg. 
wt., 1 lb. 

4 2 DM3 8 5. ... 65c 




Adjustable Roof Flange 

Fits any pitch of roof. Galvanized iron or 
lead. Both patterns have lead ring where soil 
pipe goes through. This is calked in tight 
around soil pipe making watertight joint. 
Shpg. wt., galvanized, 4-in., 3 lbs.; 5-in., 5 lbs.; 
lead, 4-in., 6 lbs.; 5-in., 7 lbs. 



H 



Size 


1 42DM184 54 

| Galvanized 


42DM18754 

Lead 


4- inch 

5- inch | 


70c 

95c 


$1 .00 
1 .50 




Cast Iron Adjustable Closet Bend 

Size, 4 inches. Length from center of opening to end, 
14 inches. Used to connect closet bowl to soil pipe stack. 
Has adjustable floor flange, bolts and flexible composi- 
tion gasket. Makes watertight and gastight joint with- 
out using putty. Tapped on both 
sides for l**-inch iron pipe. 1 **- 
inch removable pipe plug furnished 
for one tapping. Shipping weight. 




511*4 

4 2 DM1 51 054 — Closet 
Bend only, same except 
without gasket ... $ 1 • 50 



81.60 



42DM1 52054— Clo.et Bend 
with gasket, same as 42DM1511** 
except that side tappings are 
omitted $1 .40 



For 


Shpg. 




Pipe, 


Wt.. 




In. 


Lbs. 




X 


1 


$0.58 


X 


IX 


.80 


1 


IX 


1.46 


IX 


3X 


2.40 



Swing Check 
Valve 




42DM552 

Brass 

For Shpg. 

Pipe. Wt.. 

In. Lbs. 

X 1 $0.89 

i # fa? 

IX 2X 



1 



n 




42DM542 

For Shpg. 

Pipe, Wt., 

In. Lbs. 

1m IB 1:8S 



Vertical 
Check Valve 

42DM550 




Range Boiler 
Drain Cock 




Nickel 

Plated Brass 

Has *4 -inch hose 
thread, wheel han- 
dle. Fits **-inch 
pipe. Shpg. wt., 8 

42DM305. .42C 



Hydrant Cock 

Rough 
Brass 
42DM586 
For Shpg. 

Pipe, Wt., 

In. Lbs. 

X 2 

1 3 

IX 4X 




LOW PRICES on LEAD GOODS 



Prices on all lead goods subject to market changes 

Rope Oakum 

A 4-inch soil pipe 
joint requires *4 
lb. of oakum; a 2- 
inch joint, ** lb. 

42DM1 46954 



**:1 ? 



O 
3.35 



Hydrant Clamp 

M a 11 e a b 1 e 
iron, galvanized, 
tapped for **-in. ( 
pipe. Shpg. wt., 

42DM589.. . 8C I 




Per pound $0. 1 1 

50-pound coil 4.95 



4 2 DM4 34 — Pig Lead for. 
making 
calked 
lead 
joints, 

etc. Comes in 8 X -lb. 
ingots. Per pound . . . 



10c 




ounds. 



42DM426J4I 
For sup- | 
ply pipe 

suitable _____ 

for pressure up to 75 pou 
Inside Wt., per Per 

Diam. Foot Foot 
** in. 1*4 lbs. 19c 

X in. 3 lbs. 32c 

1 in. 4 lbs. 43c 

4 2 DM4 2 9 54 — For waste 
pipe, not for pressure. 

Inside Wt., per Per 

Diam. Foot Foot 
1*4 in. 2 lbs. 22c 

1 ** in. 3 lbs. 32c 



Plumbers’ Solder 
42DM433 — Bars are about 1 
pound each. Less than a bar not sold. Per bar. 



33c 
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How to Figure Pipe for Kitchen Plumbing 

For SUPPLY pipe run % -inch pipe from pressure tank to sink, and For WASTE pipe from sink and la 

to range boiler and return for hot water. Heat water by water iron pipe. Make turns and branches 

front in kitchen range, bv coils in furnace, or by one of our gas TINGS shown on page 40. Run vent 

water heaters (see page 37). Run $4 -inch pipe from boiler to stove Outside house use 4-incli soil pipe (se 

or heater and return. Run Ms-inch pipe to laundry tubs for hot It is best to run kitchen drainage into 

and cold water. Use iron pipe and fittings, listed on page 40. ■ house, and from there into sewer or 






No Trudging Through 
the Rain and Snow Carrying Water 

Every Outfit Guaranteed From the Pump in the Yard 



All of our Pneumatic Water Supply Systems are guaranteed 
to give satisfactory service and to be fully up to representation 
in every way. All parts are carefully made, and these outfits 
will measure up to the highest standard in workmanship, finish 
and material. Tanks are all strongly made. Tanks furnished 
with our hand power water supply systems are built with double 
riveted horizontal seams. The smaller tanks furnished with 
our Ever Ready Electric Water Supply Systems have welded 

seams. All tanks are carefully tested and guaranteed airtight. # You can 
take all the time you want to give the outfit a fair trial, and if for any 
reason whatever you are not entirely satisfied with your purchase, you can 
return the outfit to us and your money will be cheerfully returned. 



Easily Installed 

Our Ever Ready Pneumatic Water Supply Systems are very 
easily installed. It does not require an experienced plumber or 
pipefitter to connect up any of these outfits, nor does it require an 
experienced electrician to connect up our Ever Ready Automatic 
Electric Outfits. All you have to do is to connect two wires to your 
wiring system, connect up the pipe and it is ready for use. Full 
instructions for installing and operating are furnished with all of 
these various systems, and any man who can cut and thread ordi- 
nary iron pipe can easily install any of these outfits by following 
our simple plans and instructions. 

Write for Our Estimate, Cash or Easy Payment Terms 

If in doubt as to which outfit will best suit your purpose, fill out one of our 
special water supply information blanks enclosed with this catalog and return 
it to us for our special estimate. We will prepare a complete proposition for 
you on a modern outfit that we will guarantee to take care of your require- 
ments, and you will find our prices very reasonable. Be sure to state whether 
you wish to pay cash or purchase on easy payments. 

Why not act right now? Fill out the information blank and send it to us. 
We will make you an estimate on one of these modern outfits and you begin 
at once to enjoy the great conveniences of modern plumbing in your home. 

Fresh, Pure, Running Water at the Turn of a Faucet 

You will find our complete line of modern water supply systems fully illus- 
trated and described on the following pages of this catalog. 

Why continue to carry water for the house, for the stock or the garden, 
trudging through the rain and snow, when you can have running water any place 
you want it on the farm for such a small investment? 

Did you ever stop to think of the number of tons of water that are carried 
on the average farm in the course of a year where there is no Modern Water 
Supply System installed? Just stop a moment and figure the number of -bucket- 
fuls of water that you carry from the pump every day, and then figure what this 
amounts to in the way of hard labor in the course of a year. When this is 
reduced to actual figures, the result is really startling, and if those folks who 
continue to carry water day after day could realize how easy it is to eliminate 
all this unnecessary labor, we feel sure there would not be a farm home in the 
country without one of these Modern Water Supply Systems. 

We Have Outfits for Every Requirement 

You will find outfits of various types and sizes in this catalog to meet any 
ordinary requirements. We have Automatic Electric, Gasoline Engine Driven, and 
Hand Power outfits, all of which are fully illustrated and described in this catalog. 
For the farm home or town residence where electric current is available, the best 
outfit to install is one of our Automatic Electric Outfits. If electric current is not 
available we recommend our Gasoline Engine Driven Outfits. These Water Supply 
Systems can be furnished for pumping water from deep wells as well as from 
shallow wells, cisterns, etc. 
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The Size of Outfit You Will Need 



On the following pages we list pumps and water supply outfits for operation by 
hand, electric motor and gasoline engine, for shallow wells, lakes and streams, 
as well as for deep wells. If you have electricity in your home, we highly recom- 
mend our Automatic Electric Water Supply Outfits. If you haven’t electricity, 
you can just as easily install one of our Gasoline Engine Driven or Hand Power 
Water Supply Systems at reasonable cost. If you are not sure what size or what 
type of water system is best suited to your requirements, write us for free 
engineering service. 



To determine the size water supply system you will need to take care of your 
requirements, it is first necessary, of course, to estimate as accurately as you can 
the average number of gallons of water that are used on your premises per day. 
The average family uses from 75 to 125 gallons of water per day for the house 
alone. Then, of course, if you have stock to take care of, it will be necessary for 
you to make allowance for this. Always select an outfit with a little excess 
capacity. 



Enjoy This 

Great Convenience 

While Paying 



See 



Page 52 



The president of an American college has stated that possibly 
nine-tenths of the drudgery on the farm consists in carrying 
water from the source of supply to the point of application and 
in the disposition of the water after use. He points out that a 
bucket of water contains two gallons, weighs about 20 pounds, 
and when handled six times the total weight lifted is 120 pounds. 
He estimates that the use of water in cooking, bathing, scrubbing 
and weekly washing will raise the lift per day easily to a ton, and 
that this will “take the elasticity out of a woman’s step, the bloom 
out of her cheek and the enjoyment out of her life.” He mentions 
that this daily lift can be eliminated “if the farmer can be brought 
to see that the farm is also the heir to modern invention.” 

The professor is right! If those people now living on farms 
throughout the country where no modern plumbing fixtures or 
running water have been installed could fully appreciate the great 
comforts to be derived from these modern sanitary improvements 
there would be few farm homes, indeed, without these modern 
improvements. 

How many people there are who would not think of being 
without a few luxuries, but are still without these modern sani- 
tary conveniences on the farm! These luxuries are used per- 
haps only two or three days during the week, and during many 
weeks of the year some of them may not be used at all. 

If you will stop to think a moment you will see that practically 
two-thirds of your lifetime is spent in your home. Certainly you 
should spare no effort to make it an ideal place in which to live. 

The health, happiness and comfort of yourself and your entire 
family demand these modern conveniences, and they are easily 
within your reach. 

As an Investment 

There is not a single investment we know of that will 
add more to the health, happiness and comfort of 
yourself and your entire family than the installa- 
tion of a modern plumbing system with running 
water in your home. Just think of the tons of 
water carried by your wife or children 
in the course of a year for ordinary 
household use. 

Think of the many thousands of steps 
which could be saved and the great 
relief from drudgery for the women 
folks, if you had a modern sanitary sink 
with running hot and cold water in your 
kitchen and a set of laundry tubs in 
your basement. 



What a tremendous amount of work you could save yourself 
by having a modern automatic electric water supply system, 
such as listed on the following pages, in your home or on your 
farm. When tired out after coming in from the field, you could 
just open a faucet and fill the tank to water the stock, instead of 
having to pump water by hand for half an hour or more. 

Then last but not least is the great benefit you would derive 
from a modern bathroom outfit in your home. On those hot, 
sultry days in summer you could take a nice cool shower bath. 
That old outhouse with its contaminating swarms of flies, odors 
and germs would be done away with. 

What a great comfort for the old folks, invalids, women and 
guests. No trudging through the deep snow in winter, facing 
the blizzard in below zero weather, or going out on rainy 
and stormy days and dark nights. Summer or winter it is a 
necessity. We do not know of a more necessary improvement 
you can make in your home. 

There Is No Reason Why You Cannot Now Enjoy 
the Great Comfort and Convenience of Running 
Water and Modern Plumbing in Your Home 

This great improvement in your home should surely have your first 
and foremost consideration. Have luxuries? Yes. But these modern 
sanitary conveniences in your home are certainly of greater 
importance. There surely is nothing of more vital importance 
to the health, happiness and comfort of all concerned. 

Any handy man who can cut and thread ordinary 
iron pipe can easily install any of our complete 



{ dumbing or water supply systems by fol- 
owing our simple plans and instructions. 
No wiping of joints or difficult 



lead work; just ordinary gal- 
vanized threaded iron pipe is used 
and it is all connected together 
with ordinary screw thread joints. 



Easy Payments If You Wish 
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A Pump for Every Need at Lower Cost 




Ever Ready Hand Power 
Water Supply System 

Just the thing; for the up to date home. Gives 
you all the running water you need, and requires 
only 15 minutes pumping a day. Double action force 
pump is very easy to operate. It has easy working 
geared head with brass cased piston rod and brass 
air attachment. Pumps air and water at the same 
time. Large air chamber, well made and carefully 
machined. Has 3-inch brass lined cylinder, 5-inch 
stroke, 1%-inch suction and 1-inch discharge. Suc- 
tion limit is 20 feet. Complete outfit includes tank, 
pump and all necessary valves, gauges and connec- 
tions. Order 194 -inch galvanized pipe to connect 
pump with well, and 94 -inch galvanized pipe to make 
connection between tank and plumbing fixtures. Can 
easily be converted into a power outfit for a gas- 
oline engine drive by attaching our 23DM331 Pump 
Jack. When used with engine drive a relief valve 
should be installed. 

Shipped by freight or express. Not Prepaid. 

Outfits With Black Tank 





Di- 

am. 

In. 


Lgth., 

Feet 


Cap., 

Gal. 


Shpg. 

Wt., 

Lbs. 


Cash 

Price 


42DM361294 


24 


6 


140 


320 


$42.35 


42DM3614J4 


30 


6 


220 


510 


59.95 


42DM361 694 


36 


6 


315 


600 


66.35 


Outfits 


With Galvanized Tanks 


42DM361394! 


1 24 


6 I 


140 


I 330 


I $45.35 


42DM361 51 4 


30 


6 


220 


515 


66.15 


42DM361754I 


1 36 1 


6 1 


315 1 


1 610 | 


I 85.70 



And Up 



For fcasy Payments see page 52 
4 2 DM 21 88 'A — Pump only, as described 
above, for use with pneumatic water systems. 
Shipping weight, 70 pounds. 

Not Prepaid $1 2.75 

42DM21 8794 — Pump only, same as above, but without air 
attachment. Used for pumping water to elevated tanks, cleaning, 
filling and testing boilers and tanks, for fire protec- (% 6 >ff 
tionandasadeckpump. Shpg. wt., 701bs. Not Prepaid.*? X^e^t) 






Extra Heavy 
Windmill 
Set Length 
Force Pump 



For wells up to 150 ft. 
deep. Can be operated by 
hand, windmill or pump jack. 
Six-inch stroke. Tapped back 
of spout for -inch 
pipe. Spout has hose 
clevis, so that by insert- 
inga blank leather washer 
water can be forced to el- 
evated tank or through hose 
for sprinkling, washing win- 
dows, automobiles, etc. Bot- 
tom of cylind er, 4 feet below 
pump. Not Prepaid. 
42DM239 394—4 Ft. Set 
Length Pum p with 3xl0-mch 
iron cylinder. Shipping weight, 

98 lbs $10.40 

With 3xl0-i nch brass lined 

cylinder $12. 40 

420M239 4 94 — S a m e 
Pump with 3HxlO-inch iron 
cylinder. Shpg. wt., 102 

lbs $11 .50 

With 3^xl0-inch brass lined 

cylinder $13. 50 

42DM239514 — S a m e 
Pump but with ten-inch stroke 
and 3 xl 6 -inch brass lined cyl- 
inder. Shipping weight, 115 
lbs $1 3.65 

42DM2396'/4— Windmill 
Force Pump Standard only. 

6 -inch stroke. Tapped for 



weight, 77 lbs 



inch pipe or smaller. Shipping 
;ight. 77 lbs $7.50 

42DM239 7 '/ 4 — Windmill 
Force Pump Standard only. 

10-inch stroke. Tapped for 2- 
inch pipe or smaller. Shipping 
weight, 85 pounds $8.25 



Prices below are for pumps 

complete with iron cylinder, 

tach men t, black pipe and pump rod, all 

_ — " onrl fi ♦ t aH rpq H \7 t n in* 



Si Fxtrn cut and fitted ready to install 
$1.5U H.xtra in depth specified. For shpg. 
wt. allow for weight of pump as given above 
and add 2 94 lbs. per foot. We recommend 
brass lined cylinders for wells over 25 feet 
deep. 



k 

Depth 

of 

Well. 

Feet 


42DM239394 

With 

3xl0-In. 

Iron 
Cylinder 
For Brass 
Lined 
Cylinder 
Add $2.00 


42DM239494 

With 

394xlO-In. 
Iron 
Cylinder 
For Brass 
Lined 
Cylinder 
Add $2.00 


42DM239594 
With 
3x1 6-In. 
Brass 
Lined 
Cylinder 


10 


$11.15 


$12.25 


$14.40 


15 


1 1 .75 


1 2.85 


1 5.00 


20 


12.35 


13.45 


15.60 


25 


12.95 


14.05 


16.20 


30 


15.65 


16.75 


1 8.90 


35 


1 6.60 


17.70 


19.85 


40 




18.70 


20.85 


45 


18160 


19.70 


21.85 


50 


1 9.60 


20.65 


22.80 


55 


20.55 


21 .65 


23.80 


60 


21 .55 


22.65 


24.80 



If galvanized pipe ia wanted on above 
outfits instead of black, add 3J4 cents per 
foot. 

Outfits quoted above for wells over 25 feet 
deep have cylinder at bottom of pipe. Out- 
fits for wells 25 feet deep and under have 
cylinder 4 feet below pump platform. 

For Windmills see our big General 
Catalog. 



WE DO NOT PAY FREIGHT 





Takes 

l»/4- 

Inch 

Well 

Pipe 



Spout has h o 8 e 
clevis, so that by in- 
serting a blank lea- 
ther washer water 
can be forced to el- 
e v a t e d tank or 
through hose for 
sprinkling, washing 
windows, automo- 
biles, etc. Tapped 
in back of spout 
for 1 -in. pipe. 
Bottom of cylinder comes 4 
feet below pump platform. 
6 -in. stroke. Not Prepaid. 
42DM2409 !4 —Set 

Length Hand Force Pump 
with 2 9 $xlO-in. iron cylinder, 
4 ft. set length. e<Q Qff 
Shpg. wt., 78 lbs . . . *?Oe v O 
With 2HxlO-inch brass 

lined cylinder $10.80 

42DM24 1 0'A — Same Pump, with 
3xl0-in. iron cylinder. Shipping weight, 

80 pounds $9.00 

With 3x1 0-inch brass lined 

cylinder $11 .00 

42 DM241 1 94 — Same Pump, with 
394xlO-mch iron cylinder. Shipping 

weight, 81 pounds $9.95 

With 3)4xl0-inch brass lined 

cylinder $11.95 

42DM241 394 — Pump Standard 
only. Six-inch stroke. Tapped for 194- 
inch pipe. Shipping wt., 55 lbs . . $6.45 
Prices given below are for pumps com- 
plete with iron cylinder, black pipe and 
pump rod all cut and fitted ready to install 
m depths of well specified. For shipping 
weights allow for weight of pump as given 
above and add 2 94 pounds per foot. We 
recommend brass lined cylinders for wells 
over 25 feet deep. 



Dpth. 

of 

Well, 

Ft. 



42DM2409I4 

With 

2J4xlO-In. 

Iron 
Cylinder 
For Brass 
Lined 
Cylinder 
Add $1.85 




-, 8:55 

i?:ii 

14.20 
1 5.20 

16.15 

17.15 

18.15 

19.15 

20.15 
21 .10 
22.10 
23.10 



42DM241094 

With 

3xlO-In. 

Iron 
Cylinder 
For Brass 
Lined 
Cylinder 
Add 



1 $2.00 




42DM241194 

With 

3J4xlO-In. 

Iron 

Cylinder 
For Brass 
Lined 
Cylinder 
Add 



$2.00 




If galvanized pipe ia wanted on 
above outfits instead of black, add 394 
cents per foot. Outfits quoted above 
for wells over 25 feet deep have cylinder 
at bottom of pipe, for wells 25 feet deep 
and under cylinder is 4 feet below pump 
platform. 

Galvanized Foot Valves 

Screwed on end of pump suc- 
tion pipe. Acts as a check 
valve. Galvanized. Pipe size, 
194 in. Shipping weight, 394 
lbs. Not Prepaid. 

42DM858 77c 




SAVE ONE-HALF on CISTERN PUMPS 



Cistern Force Pump 





Plain Spout 

For wells or cis- 
terns 20 feet deep or 
less. Has solid brass 
cylinder, valve seat 
and stuffing nut; 
bronze pump rod. 
Gooseneck spout fit- 
ted with hose coup- 
ling or faucet spout. 
Tapped for 1 94 -inch suction. Top dis- 
charge outlet is tapped for 1 -inch pipe, 
for forcing water to elevated tank. etc. 
Suction pipe not included. Shipping 



weight, 25 pounds. Not Prepaid. 

42 DM2377 !4 — W i t h ttff 9A 

plain spout and 3-inch cylinder*?*!#*!!/ 
42 DM237914 — With faucet spout, 
and 3-inch $ 5 ^ 



illustrated, 
cylinder 



Pitcher Spout Pump 



*|75 




One of the most 
popular and service- 
able Kitchen Sink 
Pumps on the mar- 
ket. For wells or 
cisterns 20 feet deep 
or less. Handle may 
be turned in any di- 
rection. Tapped for 
1 94 -inch suction 
pipe. Order pipe 
from water to pump. 

Shpg. wt., 23 lbs. Not Prepaid. 

42 DM2 3 7014 — With 3-inchfl»-| 7 /? 
iron cylinder *?X# a *J 

42DM2371 '/ 4 — With 3-inch 90 A 
brass lined cylinder 

42DM2372'4 — W i t h 394- O AA 
inch iron cylinder Aalru 

42DM237394 — W i t h 3 94- O ffA 

inch brass lined cylinder 



For Pump and Sink Outfits Complete See Page 34 



WINDMILL and HAND FORCE PUMPS 



MEDIUM and HEAVYWEIGHT LIFT PUMPS 



Furnished in mediumweight or heavyweight as listed below, these pumps represent 
very unusual values. The mediumweight pump is for wells up to 50 feet in depth. 
Has 6 -inch stroke and takes 194 -inch pipe. Cylinder comes four feet below pump 
platform. While we guarantee this pump to be suitable for wells up to 30 feet deep 
by adding extra pipe, still, considering the slight difference in price, we strongly rec- 
ommend the heavyweight pump as being more satisfactory for general farm service. 
This mediumweight pump is, however, a notable value at the price we offer it, and 
equal to many pumps sold by others at higher prices than we ask here. 

42DM234694 — Mediumweight Lift Pump with 
■■XXX 3xl0-inch iron cylinder. Four-foot set length. <I»ff -f A 

® III Shpg. wt., 50 lbs., Not Prepaid *?*JeXU 

/ 1 The heavyweight pump is strong and substantially 

built and should not be confused with pumps of lighter 
And Up construction offered by others at about the price we ask 
for this quality product. Made up complete with cylinder, 
pipe and pump rod as shown. Takes 194 -inch pipe. CyL 
inder comes four feet below pump platform. This pump 
Is sufficiently heavy and strong for use in wells up to 60 feet deep, 
by adding extra pipe and pump rod. 

42DM235194 — With 3xl0-inch iron cylinder. Four- Off 

foot set length. Shpg. wt., 62 lbs., Not Prepaid *?U#*i*J 

With brass lined cylinder $8.25 

42DM2352!4 — With 3 94xlO-inch iron cylinder. Four- < 1*7 AA 
foot set length. Shpg. wt., 65 lbs., Not Prepaid *? i _• VU 




With brass lined cylinder. 



$9.00 



Prices below are for heavyweight pumps all made up and ready 
to install complete with iron cylinder, black pipe and pump rod 
for depths of well specified. Not Prepaid. For shipping weights 
allow for weight of pump as given above and add 2 94 pounds per 



foot for extension. 



42DM235594 

Pump Standard only 
without cylinder pipe or 
pump rod. Shipping 
weight, 38 lbs. <t»q 
Not Prepaid. «?0*4U 

If galvanized pipe ia 
wanted on above out- 
fits instead of black, 
add 394c per foot. 



Depth 

of 

Well 


42DM2351 94 

With 3xlO-In. 
Iron Cylinder. 
For Brass Lined 
Cylinder, Add $2.00 


42DM235294 

With 3 9*xlO-In. 

Iron Cylinder. 
For Brass Lined 
Cylinder, Add $2.00 


10 ft. 


$ 7.00 


$ 7.75 


15 ft. 


7.60 


8.35 


20 ft. 


8.20 


8.95 


25 ft. 


8.80 


9.55 % 


30 ft. 


1 1 .45 


12.20 


35 ft. 


1 2.45 


13.20 


40 ft. 


13.45 


14.20 


45 ft. 


14.45 


1 5.20 


50 ft. 


1 5.40 


16.1 5 


60 ft. 


1 7.40 


1 8.1 5 



Large Capacity Tank 

Has 1*11111 u 

Brass For filling 

Valve /T thresher 

Seats f tanks, for 

f u emptying 

cesspool s, 
etc., or for 
any purpose 
where it is 
desired to 
pump a large 
volume of 
water. 
Pumps 50 
gallons 
per minute. 
Suction limit, 20 feet. A strictly high 

? trade pump. Has brass valve seats, a 
eature not contained in many competi- 
tive pumps. Cylinder, 5 inches in diam- 
eter, 5-inch stroke. Suction and discharge 
threaded for 2-inch iron pipe. Hose con- 
nections also included. 2 -inch hose nipple 
and clevis for suction; 1 -inch for discharge. 
Shpg. wt., 78 lbs. Not Prepaid. 

42DM2266!4 $10.80 

42D828 — 5-inch crimped plunger 
leathers. Set of 2. Postpaid 75c 




Rotary Barrel Pump 

Hand Rotary Bar- 
rel Pump. For pump- 
ing gasoline, motor 
oil, syrup or other 
liquids out of 
barrels. Much 
used for filling 
gasoline tanks on 
traction engines, 
automobiles, etc. Forc- 
es liquids 15 to 20 feet 
above pump. Made of 
iron. Fits steel barrel 
or wooden barrel. Has 3-foot suction pipe, 
5-foot discharge hose and goose neck. Hose 
is of special construction. Not affected 
by gasoline or oil. Pumps 13 gallons per 
minute. Not Prepaid. 

42DM226394 — Shipping $-«/» Off 
weight, 65 pounds vXUsaiv 

4 2 DM2 2 64 14 — Same as above, except 
with regular rubber hose for water or other 
liquids, except gasoline or oil $14.00 

For other Barrel Pumps, see our big 
General Catalog. 




HOW to ORDER a PUMP OUTFIT 



If the distance from pump platform to the lowest water level is less than twenty-five 
feet, you can use one of our four-foot set length pumps, quoted on this page, and 
order sufficient extra pipe to reach about three feet below water. 

If the distance to the lowest water level is over twenty-five feet, cylinder must be 
placed below water. Lift pumps draw water to the pump spout only. If you want 
to force the water to an elevated tank or a pressure tank, order a force pump. 

We charge 2c per foot in addition to cost of pump rod and pipe for cutting 
and fitting pump outfits to specifications. 

We have listed a number of pumps on this page, completely made up, with pipe, 
pump rod and cylinder, cut and fitted for depths of well specified. Prices given on 
these outfits include all cost for cutting and fitting. Measure distance from pump 
platform to water level in well during dry season and order outfit five feet longer 
than this so cylinder will come below the water line. Outfits for wells twenty-five 
feet deep and under have cylinder placed four feet below pump. For deeper wells cyl- 
inder is placed at bottom of extension pipe and pump rod is extended down. 

NOTE — When ordering repair parts for Pumps please be sure to state cast- 
ing number of parts wanted. For Easy Payments, see Page 52. 
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Worth Sawing ? 

Certainly it is — when nothing is lost in value! You can safely take 
the saving here — $50.00 more could buy no better Air Compressor else- 
where. This unusually high grade model, entirely automatic, is built 
for gruelling service. Especially right for garages, service stations and 
tourist camps. Provides free air and brings new business your way. 
Larger sizes are suitable also for air doors, machine shops and light 
spray painting. 

Operated by heavy duty electric motor of repulsion-induction type, 
with unusually high starting torque. Can run heavily loaded for hours 
without overheating. 

Simple, Sturdy, Dependable — 

Automatic pressure switch starts and stops motor to maintain a constant pres- 
sure in the tank. Large capacity tank permits the filling of fourteen 29x4.40 tires 
to 30 pounds pressure before motor starts. Large 33-gallon capacity tank is 
made of heavy gauge seajnless steel, thoroughly tested. Size, 36 inches long; 16 
inches in diameter. Compressor is of the single cylinder type with splash oiling 
system. Operates at a speed of 375 R.P.M., air cooled from fan blades on 
fly wheel. Roller bearings insure smooth quiet operation and longer life with less 
vibration. An automatic safety valve blows to release air if pressure gets too 
high. An improved V-type belt prevents slipping and is unusually long wearing. 

Furnished in three sizes as listed below, with capacities of 13$, 234. and 334 cubic 
feet of air per minute. 






1 34 cu. ft. type has 1 34x3 pressure cylinder. 

234 cu. ft. type has 2x3 pressure cylinder. 

3 34 cu. ft. type is two-stage operation, low pressure cylinder, 3x3; high 
pressure cylinder, 1 34*3. 

Motors regularly furnished for 110 to 120-volt or 210 to 230-volt circuit, 
single phase. 60-cycle alternating current. Can be furnished for 25, 30 or 
40-cycle currents at an extra charge of $2.50. For gasoline engine driven 
outfit, write for prices. 

Kach size is furnished with twenty-five feet of high grade air hose with 
Schrader chuck. 

When Ordering on Easy Payments Use Time Payment Order Blank 
Enclosed. Not Prepaid 



We 

Do Not 
Pay 
Freight 




Catalog 

Number 


Capacity, 
Cu Ft. 


Motor 

Size 


s & g - 

Lbs. 


Cash 

Price 


Easy 

Payment 

Price 


Payment 

With 

Order 


Payment 

Per 

Month 


42DM407814 
42DM4079 '/4 
42DM408034 


; It 




34 h.p. 
34 h.p. 
1 H h.p. 


295 

310 

395 


141 .0( 


°s 

3 


‘1 


1 1 3.50 
132.75 
1 54.00 


s, 

1 


i§:88 

16.00 


SIO.OO 
10.00 
1 1 .00 







100% AUTOMATIC 



13 Gallons a Minute! Think of That 

$1295 v 



Will force water a horizontal distance of 200 
feet and throw a solid stream 20 feet. An ex- 
cellent pump for raising a large amount of wa- 
ter with minimum amount of power where lift 
is not over 15 feet and elevated tank into 
which water is forced is not over 1 10 feet above 
pump. Reliable protection in case of fire. 
Driving shaft made long enough to allow use 
of balance wheel with handle so pump may be 
worked by hand when desired. Can be run at 
300 revolutions per minute without injury, 
although 200 is recommended. High speed 
permits belting direct to engine. Cannot be 
belted direct to electric motor. If wanted 
with balance wheel and handle for hand power, 
allow $5.50 extra. If you wish to pump gaso- 
line or benzine, or other such light bodied 
liquids, be sure to order the special gasoline 
pump quoted below. Specify capacity of 
pump desired. If Spout is wanted, add 75c 
extra. Shipped Not Prepaid. 




ACME Rotary 
Power Force Pump 



Gallons 

per 

Minute 


H.P. 


Pipe Size, In. 


Inlet 


Outlet 


13 


1 


134 


1 


17 


1 


134 


134 


36 


3 


2 


2 



Pulley, 

In. 



10x3 80 
10x3 98 
12x334 155 



Shpg. 

Wt., 

Lbs. 



4 2 DM22 75 '/« 

For Water and 
Heavier Liquids 



42DM227634 

Special for 
Gasoline, Etc. 



•It 



25 

50 

50 



Heavy duty motor of repulsion- A 

Induction type. Will not over- 
heat. C 

Automatic switch starts and 
stops motor to maintain con- £ 

stant pressure in tank. 

V-type Belt, very long wearing. 



Roller bearings insure smooth, 
quiet operation and longer life. 
Pressure gauge mounted on 
tank. 

High grade seamless steel tank, 
with a capacity of 33 liquid 
gallons. 



Pump Cylinders 

10-inch cylinders have 6-inch 
stroke and 16-inch a 10-inch 
stroke. Cylinders 3 34 inches in 
diameter fitted for 1 34 -inch pipe; 
ail others fitted for 134 -inch pipe. 
10-inch cylinders have one leather 
on plunger. 16-inch cylinders 
have two. Brass lined cylinders 
have seamless brass tubular lin- 
ing. brass plunger, cage and seat. 
State size wanted. 

Iron Cylinders 
With brass valve seats. 



Diameter, 

Inches 


420M1 10534 

10 Inches Long 


s & g - 


Not 

Prepaid 


234 


11 lbs. 


SI .65 ’ 


3 


12 lbs. 


1 .85 


334 


15 lbs. 


2.35 




Diam., 


42DM1126J4 

10 Inches Long 


42DM1128J4 

16 Inches Long 


Inches 


w P t g - 


Not 

Prepaid 


Shpg. 

Wt. 


Not 

Prepaid 


3H 


11 lbs. 

12 lbs. 
15 lbs. 


s i:i§ 

4.35 


16 lbs. 
18 lbs. 
24 lbs. 


*frti 

5.75 







Malleable Iron Driving Caps 
42DM834 — Screwed on top 
of pipe to protect threads when 
driving it down. Not Prepaid. 

Size, inches ... 1 34 1 34 2 

Shpg. Wt., lbs. . 1 34 2 2*4 

Each 30c 36c 66c 



Drive Well Points 

Made of wrought iron pipe, with 
solid forged high carbon steel point. 
Punched with new design rectangu- 
lar holes, increasing the inflow of wa- 
ter 25 per cent over old type oval 
holes. Galvanized inside and out 
after holes are drilled. Covered with 
brass jacket. No. 60 gauze is used for 
coarse and No. 100 for fine sand. Not 
Prepaid. 

42DM1 1 3634 — 60-Gauze 
4 2 DM1 1 38!4— 100-Gauze 



Diam- 

eter, 

Inches 


Lgth. 

Over- 

all, 

Inches 


Shpg. 

Wt., 

Lbs. 


60- 

Gauze 


100- 

Gauze 


134 

2 


30 

36 

42 

42 

42 

54 


5 

7 

8 
9 

14 

16 


*\:U 

2.20 

HS 

5.25 


$3.00 

!:io 

1:11 



Well Boring Outfit 



Bores wells 25 
feet deep, 8, 9, 10. 
11, 12. 13 or 14 
inches in diameter, 
or digs post holes 
quickly and with 
little effort. Bores 
through sand, 
gravel, sticky clay, 
mud or hard pan. 
Will di£ under wa- 
ter. Can be used 
for digging holes 
for foundation pil- 
ing for barns, etc. 
Outfit consists of 
a new type earth 
auger, extension 
rods with malle- 
able couplings 
for boring 
down 25 feet, 
extension blade 
for increasing 
diameter of hole 
and a smooth 
finish hardwood 
handle. Not Prepaid. Cf* Qf 

42DM1 861 34 «PQaiK> 

For Other Posthole Imple- 
ments see General Catalog. 



Little Giant Pipe Holder 

. The harder the pull, the 
tighter the grip. For 1, 134. 

1 34 and 2-in. pipe. Dog has 
corrugated chilled surface. 

Shpg. wt., 35 lbs. 

42DM1 1 3434 

Not 

Prepaid. .S3. 00 





Galvanized Round Steel Pump Rod 



Size, inch. Not threaded. Shpg. 
Wt., per foot, 8 oz. Not Prepaid. 

_ 42DM21 03'/4— Per foot DC 

Threads, extra, per cut 5c 



Galvanized Pump Rod Couplings 

To fit above pump rod. Shpg. wt., 4 
ounces. Not Prepaid. 

42DM822 DC 



HERCULES Centrifugal Pumps 

~ $1195 

■ ■ And U 



A very efficient and practical pump, scientifically de- 
signed and sturdy in construction. Suitable for trench 
or furrow irrigation, or wherever a large volume of water 
is to be handled. Smaller sizes, 34-inch and 1-inch, will 
operate against a total head of 40 feet; larger sizes, 
against a head not exceeding 65 feet. Suitable for 15-ft. 
lift where horizontal suction is also involved; 20-ft. for 
vertical installation only. Two smallest sizes have bronze 
bearings. All other sizes have ring oiled pedestal bear- 
ings. Extra long stuffing box reduces wear. Built for 
high speed which permits belting direct to line shaft, 
engine or tractor. Power requirements vary with condi- 
tions. We will gladly make recommendations for your 
installation. Complete instructions furnished. Shipped' 
from our store. “ * 



Catalog 

No. 


Size 

No. 


Cap., 
Per Min. 
in Gal. 


Diam. 

Suction, 

Inches 


Diam. 

Discharge, 

Inches 


4 2 DM2 32 9 34 


H 


15 


1 


H 


4 2 DM2 330 4 


1 


25 


134 


1 


4 2 DM2 332 1 4 


134 


40-80 


2 


134 


42DM2333 4 


2 


100-160 


234 


2 


4 2DM2334 34 


234 


180-260 


3 


234 


42DM233534 


3 


280-340 


4 


3 


42DM233734 


4 


460-650 


5 


4 




_.70 
54.50 
72,95 



Motor Driven Centrifugal Pumps 

For boosting circulation in heating systems, for pumping water or brine in dairies, 
refrigerating plants, etc. Complete with motor for single phase, 60-cycle, 110 or 220 
volt alternating current. For other currents or larger sizes write for prices. Shipped from 
factory in Northern Indiana. Not Prepaid. 



Catalog 

No. 



42DM24503* 
42DM245 1 3 
42DM2452 3 
42DM2453 1 3 
42DM2454 34 
42DM2455 34 



Size 



Size 
Motor, 
H. P. 



34 

34 

*A 

34 

34 

H 



Capacity, 
Gallons 
Per. Min. 



15 

15 

15 

25 

25 

25 



Head Against 
Which Pump 
Operates 



10 Ft. 
20 Ft. 
40 Ft. 
10 Ft. 
20 Ft. 
40 Ft. 



Shpg. 
Wt., Lbs. 



155 

178 

190 

165 

187 

200 



Price 

Complete 



•mi 

n-M 

§ 3.65 
2.50 
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W SRI RAtf GEAREI 
.ROTARY pfp; 



Repulsion Induction Tyn« Motor 



Water Relief 
Valve 



Supply Pipe 
Connects 
Here 



Flexible 

Couplings 



High Speed 
Positive Pressure 
Pump 



Check Valve and 
Strainer Box 
Easily Cleaned 



Suction Pipe 
from Well 
Connects Here 



Flexible Hose Coupling 
linates Vibration and N 



Eliminates Vibration and Noise 
in House Piping System 



Automatic Air 
Intake Valve 



Automatic 

Pressure 

Switch 



EASY RYYMENTS 



Automatic , Electric Rotary Pump Water System 



The first Ever Ready, made years ago, was way ahead of 
its rivals in service and value. We determined then to set the 
pace for all others to follow. Ever Readys have led the wav 
down through the years. The 1930 Ever Ready still leads 
them all! It is simple in design but far advanced in engineer- 
ing. It has the quality characteristics of a champion. Time, 
public opinion, and exacting tests have combined to show 
that it is fundamentally sound, thoroughly efficient and 
entirely dependable in operation. The unqualified endorse- 
ments reaching us from over 30,000 homes indicate that 
the Ever Ready has completely, triumphantly, arrived I 
The cause of this seasoned success is evident. Both the 



first cost and the ‘cost to keep’ set new economy records, and 
the Ever Ready brings rich returns in reliable, automatic 
performance, the efficient kind of service that needs no 
watching, no attention. Water for the kitchen, the bath- 
room, the garden, a constant supply, always on tap, and at a 
cost far less than the usual city water ratel For only two 
to five cents a day the Ever Ready will supply all the run- 
ning water you need, from well, lake, spring or stream I 
Check the quality features listed below, and keep the low 
price in mindl Remember, you need not pay cash. The Ever 
Ready can be paid for while you use it. See opposite page 
for typical installations. 



AND 



UP 



Pump— ‘New positive pressure, spiral geared rotary pump, 
one of the finest models obtainable. Extremely simple — merely 
two spiral bronze gears meshing perfectly to create suction and 
minimize wear. No valves. Very quiet in operation. 

Motor — Improved heavy duty, constant speed motor of re- 
pulsion-induction type. Powerful, moisture-proof econom- 
cal. 

Combination Strainer and Check Valve — Keeps supply 
pipe and pump chamber filled with clear, fresh water. No prim- 
ing necessary. Easily accessible for cleaning. 

Adjustable Stuffing Gland — Spring loaded, prevents leak- 
age. 

Automatic Air Intake Valve — Keeps air pressure in tank 
constant. 

Tank — Galvanized steel, carefully welded and tested under 
pressure. 

Pressure Gauge — 60-pound pressure gauge indicates pressure 
in tank. 

Water Relief Valve — Set at 60 pounds; prevents excessive 
pressure. 



Note These Quality Features 



WE SAVE YOU MONEY 



-Are necessary for satisfactory 



Flexible Hose Coupling — For supply pipe connection; pre- 
vents vibration and noise in the house piping system. 

Automatic Pressure Switch — Starts pump when pressure 
falls to 15 pounds, and stops it at 35 pounds. 

Foot Valve And Strainer- 
operation. 

This high grade, low priced outfit pumps any distance within 
100 feet from well or source of water supply, and not over 20 feet 
above water level. Supplies 200 to 450 gallons of water per hour, 
at the same pressure as city water. Starts automatically when 
tank pressure drops to 15 pounds; stops itself when pressure 
reaches 35 pounds. Motor and pump mounted on opposite ends 
of solid base. Pump is very compact and simple, having only 
two moving parts. Extended motor shaft directly connected to 
one of rotating parts, through a flexible coupling, taking up 
minimum space. Automatic air intake valve quickly replenishes 
the air in pressure tank as needed. Easy to install with the aid 
of our complete instructions, and at this low price, especially 
easy to buyl 

Made in two sizes — 250-gallon capacity and 450-gallon 
capacity as listed below. 



250-Gallon Cap; 

Will supply the average home of 5 persons with sufficient water for bathi 
Complete outfit includes >^-H.P. motor, automatic switch, 6-gallon t 
foot valve and strainer. Shipping weight, 83 pounds. Not Prepaid. 
Catalog 1 Kind of 

No. 1 Electric Current 


acity 

oom, laundry, k 
ank, size, 10x1* 

Cash 

Price 


itchen, 20-head ol 
J inches, pressur< 

Time Payment 
Price 


f stock and light sprinkling. 
: gauge, water relief valve, 

Down 1 Monthly 

Payment 1 Payments 


42DM3592V4 110 to 220-volt, 60-cycle, A. C 

42DM3593V4 l 32-volt, for Farm Light Plant 


OJD 

(ONI 

0101 


$54.75 

54.95 


$5.00 1 
5.00 1 


$5.00 
1 5.00 


Will supply the 
stock and heavy sp 
Complete outfit 
foot valve and stra 

Catalog 

No. 


450 -Gallon Cap^ 

average home of 8 to 12 persons with sufficient wat< 
Tinkling. 

includes H-H.P. motor, automatic switch, 10-gallon 1 
iner. Shipping wt., 100 pounds. Not Prepaid. 

Kind of 

Electric Current 


acity 

er for bathroom with shower, ki 
Lank, size, 10x30 inches, pressur 

Cash 1 Time Payment 

Price | Price 


itchen, laundr 
e gauge, wate: 

Down 

Payment 


y, 40-head of 
r relief valve. 

Monthly 

Payments 


42DM3596 1 /4 

42DM3597V 4 


110 to 220-volt, 60-cycle, A. C 

32 - volt, for Farm Light Plant 


$78-95 
79 00 1 


$86.45 

86.50 


$8.00 

8.00 


$8.00 

8.00 


When Ordering on Easy Payments, Use Time Payment Order Blank Enclosed. 

If you already have a larger storage tank and wish outfit without tank, deduct $4.50 for 250-gallon size, or $8.00 for 
450-gallon size. 



INCLUDED 

at No Extra Cost 




We con- 
sider a Safety 
Relief Valve 
and Foot 
Valve nec- 
essary for 
efficient 
operation 
as well as for 
the protec- 
tion of our 
customers . 




They are included in our prices and not 
quoted as extras, as is the practice of other 



concerns. 
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Easy to Own[ 



This Automatic “ Hired Man 99 
Costs Only a Few Cents a Day! 



END THIS 
DRUDGERY 



Easy to Buy! 



Think What the Ever Ready Would Mean to You! 

You’d pay more elsewhere — that’s certain! Others, who' can’t afford to offer you equal 
savings, invariably price equal quality much higher. They admit thereby that the Ever 
Ready Reciprocating Pump Water System is worth more than we ask for it! And they’re 
right! It is! The Ever Ready has all the best features of more expensive modern pumps 
sold elsewhere. It belongs, by right of performance, among the very finest! It equals 
them all for efficient service! No wonder we call attention to our low price. 



Reliable As City Water Supply 

is a shallow well type, adapted for pumping from spring, lake, cistern, s 
feet deep, from anywhere within 100 feet of the supply. Entirely automatic, starts ana stops witnout 
tion. When tank pressure drops to 25 pounds pump starts, automatically turning off when pressure 
les 40 pounds. A special piston deflector prevents water leaking from stuffing box into crankcase. Readily 



The Ever Ready is a shallow well type, adapted for pumping from spring, lake, cistern, stream or wells up 
to 22 feet deep, from anywhere within 100 feet of the supply. Entirely automatic, starts and stops without 
attention. 

reaches 40^, . „ 

accessible suction valves and reliable Schrader air valve for replenishing storage tank with air when necessary. 
Careful machining of parts and expert workmanship and material throughout guard you once and for all 
against repair bills. At 40 pounds pressure the Ever Ready delivers 225 gallons of water per hour. For light 
sprinkling it will throw a stream 40 to 50 feet with '/ -inch nozzle. The Heavy Duty Outfit uses a double 
cylinder pump and has a capacity of 450 gallons per hour. 

Outfit comes as a complete unit and is easily installed. Only two ^-inch connections are needed. Then run 
wires to the conduit box and the system is ready to operate. InstructionJ)ook, can of oil^Relief Valve, and 
Foot Valve and Strainer are furnished with each outfit. 

Reciprocating Water Supply Outfit 
42DM3649 , / 4— Outfit complete, 225-gallon capacity, with W H.P. 

motor for 110 to 220- volt, 60-cycle alternating current 

42DM3650 , 4 — Outfit, same as above, but with motor for 32-volt 

direct current farm light plant 

42DM3651V4 — Heavy Duty Outfit, 450-gallon capacity with l A 

H. P. motor for 110 to 220-volt, 60-cycle alternating currents 

42DM3652V4 — Heavy Duty Outfit, 450-gallon capacity with 

B. P. motor for 32-volt direct current farm light plant 

Shipping weight: 225-gallon outfit, 155 lbs., 450 gallon outfit, 175 pounds. 



Cash 

Price 


Time Payment 
Price 


Down 

Payment 


Monthly 

Payments 


$52.50 


$58.00 


$6.00 


$6.00 


54.50 


60.00 


6.00 


6.00 


85.95 


94.45 


9.00 


9.00 


87.95 


96.45 


9.00 


9.00 



;2.00 from cash price as shown above. 

Inclosed. 

Boston, Mass., or Southern Ohio. Not Prepaid. 



For outfit without tank but mounted on a special channel iron base, deduct 

When ordering on Easy Payments use Time Payment Order jJlank Enclosed. 
Shipped from Philadelphia, Pa., 




Ever Ready Installations for 
3 Different Types of Wells, A,B,C! 

This diagram shows how easy it is for you to have running 
water with any shallow well pumping outfit listed on pages 1043. 
1044, 1045. It makes no difference whether your well is a driven 

casing well (A) (See 
figure at left); a 
driven point well 

(B) ; or an open well 

(C) . These diagrams 
show exactly how 
easily the installa- 
t i o n is made — and 
how simple the whole 
system is. 

Not shown on the 
diagram, but equally 
important is the fact 
that j.ny of these 
pumps can be used 
to pump water from 
a lake, stream or 
cistern. 

H -inch Foot valve 
and strainer, small 
enough in diameter 
to be admitted into 
lJ4-inch driven well. 



FEATURES 



1 

2 

3 

4 

5 

6 

7 

8 

9 

10 



Tank is heavily galvanized inside and 
outside, 18 gallon capacity. Size, 12x36 
inches. All seams carefully welded and 
tested. 

Pressure switch starts and stops pump 
automatically. 

Rugged, powerful repulsion-induction 
type motor, made by a nationally 
known manufacturer. Size, *4 h. p. 
for 225-gallon outfit; y 3 h. p. for 450- 
gallon outfit. 

Silent V-type belt, running in grooved 
pulleys, gives a positive gripping belt 
drive that will not slip or “throw off.” 
No idler pulley necessary. 

Piston rod wiper prevents water from 
getting into the crankcase. 

Large air chamber prevents pulsation 
and insures uniform flow of water. 

Pump is double acting reciprocating 
piston type. Positive in operation, sim- 
ple, sturdy and dependable. Single 
cylinder for 225-gallon outfit; double 
cylinder for 450-gallon outfit. 

Suction and priming chamber, assists 
in retaining prime. 

Reliable Schrader air valve automat- 
ically replenishes air as necessary to 
maintain uniform pressure. 

Now look at our low price! Compare 
it with prices elsewhere and see how 
much you save. 



INCLUDED! 



Without Extra Charge! 




Sears, Roebuck and 
Co. include without ex- 
tra charge a Safety Re- 
lief Valve, Foot Valve 
and Strainer. These are 
very important parts of 
any pumping system — 
yet some concerns 
charge extra for them. 
Our price saves you 
money and includes 
these essential parts 
without extra cost to 
you. 
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A RELIABLE WATER SUPPLY SYSTEM 
WITH FAMOUS BRIGGS and STRATTON 
FOUR-CYCLE GASOLINE ENGINE 



Our staff of engineers now has two sensational labor 
saving creations to its credit — the first is the note- 
worthy development of our electrically driven Ever 
Ready Rotary Pump water system, recognized by those 
who know as among the best on the market. Now 
they have developed the new, and exceptionally effi- 
cient Gasoline Driven Water Supply System shown at 
the right for homes without electricity. 

What the electric units will do, the Gasoline units will 
do just as well. Into it is built all the experience gained 
from the manufacture of more than 30,000 electric pump- 
ing outfits. Decidedly not a substitute for something su- 
perior — these gasoline systems command attention in their 
own right. They bring to homes without electric power the 
C 9 mfort and convenience of fresh running water in the 
kitchen and bathroom. With this outfit on the job you'll 
have water waiting at the tap for the stock or garden — 
ready on the instant with effective fire protection — and 
best of all, it paves the way for modern plumbing in 
your home, no matter where you live! No other outfit could 
do more! 

The market scarcely affords a more economical offering 
in water systems and our general guarantee of absolute 
satisfaction or your money returned protects your ~ 
interests first, last and all the time. 

Read the facts — and bear in mind the special Easy 
Payment Plan. 

Puts a Stop to Drudgery 

Compare the old, fatiguing method of drawing water 
from the well or the unreliable windmill with the mod- 
ern, easy method illustrated here which always 
insures a plentiful supply of water. 

This outfit is very simple and efficient, de- 
signed to give dependable water service at 
lowest cost. Semi-automatic in operation. 

While it is necessary to start the engine by 
merely stepping on the pedal when the pres- 
sure in the tank is low — even a child can start 
it with absolute safety — it stops itself auto- 
matically when the pressure reaches the limit 
of 35 lbs. This automatic stop is accomplished 
by a pressure switch which grounds the mag- 
neto and stops the engine. Outfit is regularly 
furnished with a 12-gallon galvanized tank. 

Should be necessary to start engine only twice 
a day — morning and evening — to supply water 
for the average size family. 

Will Pump From Well, 

Lake, Spring or Stream 

Adapted for pumping from wells, lakes, 
springs or streams. May be placed any dis 
tance within 100 feet from well or source of 
water supply, and not over 20 feet above low- 
est water level. 




Pump is same as used with Electric Outfit on page 46. Engine is compact, 
sturdy, efficient. Full H -horse-power, single cylinder, air cooled, 4-cycle; 2Ji-inch 
stroke. Quick start carburetor of the adjustable double valve type. High tension 
magneto, built into flywheel, gives a strong spark which means positive firing. 
Simply step on the foot lever’for quick, easy start. Fuel capacity, M-gal. — suffi- 
cient for 3 hours continuous operation. 

A combination strainer with check valve keeps supply pipe and pump chamber 
filled with water. No priming is necessary. 



gauge on the discharge line indicates pressure in the tank. Water relief valve, set 
at 50 pounds, prevents excessive pressure. Automatic pressure switch, stops 
engine when tank pressure reaches 35 lbs. Shipping weight, 255 lbs. Not 
Prepaid. 



42DM3608^ — Outfit complete, with H-H. P. gasoline engine, 120-gallon 
nk, pressure gauge, strainer and check valve and pressui ' ~ 

tapped fpr -inch suction pipe and H-inch discharge pipe. 



and pressure switch. Pump is 

$104.95 

Time Payment Price. $12.00 Down and $10.00 a Month S11 5.9.5 

When Ordering on Eaay Payments, Use Time Payment Order Blank 
Enclosed. 



HERCULES DEEP WELL SYSTEM 




This powerful Automatic system handles wells 22 to 200 feet deep. Ideal for farms, ranches 
suburban homes, country estates, creameries, hotels and apartment houses. Extremely sturdy 
in construction. Main pump frame machined at one setting, which insures perfect alignment of 
all working parts. Encased, machine cut gears. Splash oiled; while operating, a continuous flood 
of oil pours over gears, shafts and bearings, which are self-cleaning. Absolutely waterproof oil 
chamber. One filling provides ample lubrication for months. Pump rod, plunger and check valve 
easily removed without moving pump head or disturbing suction or discharge pipe. 

Strong, high grade electric motor mounted on pump head, making compact unit. Powerful 
twin “V” belts eliminate need for idler pulley, and insure uninterrupted delivery of energy to 
pump. Double grooved motor pulley, 2-inch diameter; double groove pump pulley, 16-inch diam- 
eter. Auxiliary air pump insures positive air supply to pneumatic tank. Air control check valve 
shuts off air supply when desired pressure is reached. Capacity, approximately 135 gallons per 
hour. Pump is also suitable for delivering water to an open storage tank. 



TERMS 
AS LOW 



The cylinder is 2 % inches, outside 
diameter. Give inside diameter of 
your well casing. 

For wells ranging from 22 to 95 
feet, select H. P. Motor. 

For wells ranging from 95 to 200 
feet, select Vi H. P. Motor. 

Specifications based on use of a 

Motors furnished under the listin; 



l’MexO-inch stroke cylinder and 15 to 
35 pounds pressure. 

If your well is deeper or shallower 
than specified below, add or subtract 
39c per foot for pi pe and rod to prices 
quoted below. If special outfit is 
wanted write for free engineering 
service. 



Outfit 

for 

SO-Fte 

Well 



75 



117 

Cash Price 
Complete 



For Easy Pay 



10 

m A 
;t-r MONTH 



s See Page 52 



he listings below are repulsion-induction type, 60-cycle, 110 to 220 volts A. C. t 
or 110 to 220-volt D. C., or 32-volt, D. C. If 25 or 30-cycle motor is needed, a slight extra charge is made. 
When ordering be sure to state the kind of current you have. You can get this information from your elec- 
tric light company. If larger tank is wanted, state size and whether horizontal or vertical. Either style 
is furnished at the same price. Inlet tapping, 1-inch; outlet, 8 4-inch (or larger). 

42DM361 854 — One Working Head only, without motor or other equipment. Tapped for 2H-inch suc- 
tion, 1 *4 -inch discharge (tappings can be reduced). Shpg. wt., 150 lbs. (ttss 

Not Prepaid 

42DM3621 !4 — Deep Well Outfit, completefor 50-foot well, with H H.P. motor mounted, a 42-gallon 

f ialvanized vertical tank, automatic switch, valves, gauges and fittings as illustrated, 2-inch galvanized 
ron suction pipe, 1^-inch wood pump rod with couplings, and a lH1&*6-inch stroke brass spring poppet 
check valve cylinder tapped 2-inch top and bottom. Shpg. wt., 505 lbs. ■% m wmm 

Not Prepaid. <Mlf «f j) 

42DM362 3 '4 — Same as above, except with H H. P. gasoline engine as shown above 

and 120-gallon galvanized tank. Shpg. wt., 615 lbs. Not Prepaid 

4 2 DM362 2 '4 — Deep Well Out fit, same as 42DM3621 but with J^-H.P. motor, for 

95 foot well. Shpg. wt., 695 lbs. Not Prepaid 

42DM3624I4 — Same as above, except with ^-H. P. gasoline engine as shown above 

and 120-gallon galvanized tank. Shpg. wt., 825 lbs. Not Prepaid 

Frost proof set length and fresh drinking water connections supplied at slight extra cost. 



176.95 

142.00 

185.50 
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OUR PLUMBING SYSTEMS EASILY INSTALLED 




With the aid of our Plumbing Instruc- 
tion Book you can easily install any 
of our complete plumbing systems. 



The illustration on this page 
is reproduced from our Plumb- 
ing Instruction Book and shows 
a typical plumbing installation. 
You will note this is for a two- 
story house, with bathroom on 
the second floor and pneumatic 
water supply system in the 
basement. Many other types of 
installations are covered in our 
book which clearly illustrates 
and describes how to do the 
work, step by step. There is 
not a single connection which 
cannot be readily understood 
and easily made by anyone who 
follows our simple plans and in- 
structions. 



Write for Plumbing Instruc- 
tion Book D7777MP, mailed 
free on request. Our engineers 
will be glad to furnish you an 
estimate on a complete plumb- 
ing system to suit your particu- 
lar requirements. This service 
is free. Use the plumbing in- 
formation blank enclosed. 
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Dependable SPRAYERS 



nlzed Iron Tank 
Holds lli/ 2 
Gallons 



Produces a 
Pressure of 
150 Pounds 



You’ll find this a wonderful labor and time saver for spraying orchards, pota- 
toes or other garden crops, whitewashing, cold water painting or disinfecting 
chicken houses, hog pens, cattle barns, horse stables, etc. Will spray lice oil on 
hogs, fly oil on cattle, stock dip, etc. Pump can be removed and tank and barrow 
used for carrying water, feed, grain, slops, etc. In season or out of season it 

serves many useful purposes. Pump cylinder and base castings are all of brass. ^c D0 ~AYlwr"l irpnTT^/? 
Nothing to corrode; not affected by strong mixtures. Large upright air chamber \^L - UIL /f/ 

maintains continuous pressure. Has bronze ball valves. Handles are of 1-mch t— *£.n I 

steel tubing in one continuous piece, forming a yoke around front of wheel as 
shown. Easily pushed through narrow row crops. Large twin agitator paddle 
keeps solution thoroughly mixed. Has 12J4 feet of heavy H-inch spray hose, auto- 
matic shut-off cock, 4-foot extension rod and spray nozzle. Small trees may be 
sprayed by using the extension rod regularly furnished. To reach high trees use 
Bamboo Pole 42DM943% on opposite page. 

Whatever the spraying job, nere’s the sprayer that does it quickly, thoroughly 

$ 15.25 



and economically. 

42DM916V4 — Hercules Wheelbarrow Sprayer. Shipping weight, 55 
pounds. Not Prepaid 



BARREL SPRAY PUMPS 



Capacity, One Gallon a Minute 

$ Pump OnI y For S p ra yi n gr or whitewashing. 

tT US a^YYIhLi WiU develop 150 pounds pressure. 

** ** /sfcru r to Any Barrel Has heavy steel air chamber 30 
inches long and VA inches out- 
side diameter. Heavy seamless 
brass pump cylinder, 6xlj4 in. 
outside diameter. Plunger is 
mounted on -inch high carbon 
steel rod and fitted with specially 
treated cup leather, giving long 
service without replacement. 
Threaded outlet at top of pump 
to receive fittings for f^-inch 
hose. Brass strainer at bottom of 
pump, easily removable. Has up- 
per and lower bronze ball check 
valve with solid, cast brass, re- 
movable seats. The conveniently 
shaped handle is 23 inches long. 




Has 20-Inch Wheel 
With 2-Inch Tire 



Large agitator, working up and 
down with every stroke, keeps 
solution thoroughly mixed. Has 
a convenient adjustable clamp for 
fastening to the inside of a barrel. 



$ 5.95 



Barrel not included. We Pay the Postage. 

42D930 Vi — Pump only without hose or nozzle. 

42D93414 — Pump complete with 8 ft. or *6-in. hose and nozzle. .$6. 80 

Develops 200 Pounds Pressure 

Practical — Efficient — Pump Only 
quality -proved — no wonder 
we boast about this spec- 
tacular price! This strong 
and powerful barrel spray 
pump will develop a work- 
ing pressure of 200 pounds. 

A very high grade pump 
in every way and will give 
dependable service for 
many years. For spraying 
orchards or vineyards, whitewashing and 
cold water painting. Easily operated. 

Slow pumping produces heavy, large 
powerful mist spray. Adjustable for long 
or short stroke. Brass cylinder, 2% 
inches in diameter. Bronze ball valves 
and brass valve seat. Paddle agitator. 

Has two brass connections for two leads 
of %-inch hose. A brass cap is included 
for one of the outlets so that only one 
lead of hose may be used if desired. 

Barrel not included. 

42DM929% — P u m p only, without 
hose or nozzle. Shpg. Wt., 52 lbs. Not 
Prepaid $9.95 

42DM942 1 / 4— Complete with 12% feet of hose, shut-off cock and 
nozzle. Shpg. wt., 56 lbs. Not Prepaid $12.25 




For all general spraying, whitewashing, ’ 
etc. Has I54x8-inch seamless heavy brass 
cylinder and perforated brass strainer. De- 
velops 150 pounds pressure. Bronze ball 
valves. Has plunger with double opposed 
compression leather cup packing. Brass 
hose connections at top of air chamber. Air 
chamber is made of steel tubing, 1-inqh 



Heavy 1-Inch Steel 
Tubing F|ra m e ; 16- 
Inch' Steels Wheel 
With- 11/2-Inch Rim. 



outside diameter by 25 inches high. 



Height of sprayer over all, 32% inches. 
Tank holds 11% gallons. Has 4% -inch 
vacuum cup plunger agitator, 8 ft. of 
heavy 4^ -in. spray hose with nozzle and 
shut-off. 

42DM935% — Shipping weight, 38 
pounds. aja 

Not Prepaid vlUcVV 



CombinationBucket 
and Barrel Spray 
Pump 

May be 
used with 
either bucket 
or barrel for 
all general 
spraying, 
whitewash- 
ing, cold wa- 
ter painting, 
disinfecting, 
etc. Has 
bracket cast- 
ing on pump 
for bolting 
to inside of 
barrel. Mai- ' 
leable stirrup is 
detachable. Cyl- 
inder is of heavy 
seamless brass, 
tubing. A i 

chamber cylinder 

is brass, VA inches in diameter by 
26 inches high. Pump cylinder is 
1^4x12 inches. Brass valve, produces 
large powerful continuous spray with 
slow pumping. Has 3 feet of &-inch 
hose, equipped with spray nozzle 
and solid stream nozzle. Air jet 
agitator keeps liquids thoroughly 
stirred. Height, over all, 31 inches. 
We Pay Postage. C j Off 

42D905 *4 W.AO 




Knapsack Portable Sprayer 

One of the handiest, most 
serviceable hand spraying 
outfits on the market. For 
all general spraying, disin- 
fecting, whitewashing, cold 
water painting, etc. Equip 
ment includes 5-gallon galva 
nized tank with 
cover; all brass cy 

scribed below, 

two canvas shoulder straps complete with snaps, 2% 
feet of 54-inch hose with weighted strainer, and nozzle 
with discs for coarse spray, fine spray and solid 
stream. Develops 200 lbs. pressure. We Pay Postage. 

420904%— Knapsack Sprayer, 
complete as illustrated 




$ 5.95 



Double Acting Tubular Sprayer 

For spraying, 
whi tew ashing 
and applying 
disinfectants. 

Gives powerful 
c or n t i n u oto s 
spray. Develops 
200 pounds pres- 
sure with re- 
markable ease. Operated by working telescoping tubes 
forward and backward. Has nozzle with disc for coarse 
spray, fine spray and solid stream. Made of brass. Has 
wood handle and j4-inch suction hose with piece of pipe 
and strainer on end. 4 * a m m 

42D938V4 — We Pay the Postage vd.iD 
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For Spraying or Whitewashing 



n w =<! =< 

Postpaid High Speed Crank Duster 

A thoroughly proven, practical and dependable dry powder duster. Especially 
adapted for dusting with all materials used for potatoes, beans, tobacco, cabbage, 
melons, berries, fruit trees, shrubbery; and for control of the boll weevil with 
calcium arsenate. In fact, sprays anything in powder form. Does not discharge 
poison in lumps, but breaks it up, insuring uniform distribution. Graduated dial 
tor quick and accurate adjustment of pounds per acre. Encased machine cut 
steel gears run in heavy oil, insuring minimum noise and practically no vibra- 
tion at highest speed. Remarkably free running and easy to crank. Case is of 
heavy sheet steel, nicely finished. Machine will cover two rows at a time as 



fast as operator can walk and is adjustable for rows of different widths as well 
as for low plants and small trees. Furnished with four 15-inch tubes, two 
nozzles, two elbows and carrying straps with snaps. Dust compartment is 
10J4 inches in diameter and 8 inches wide; capacity, 7 to 10 pounds. *\i- 

42D903V4 — We Pay the Postage $/•«?<> 



Little Giant Sprayer 

This handy sprayer is made entirely of brass. 

Excellent for spraying fly oil or other heavy mix- 
tures. Front end of tank is provided with brass 
filler plug. Bronze ball valve. .Size of pump cylinder, 1454x 134 in. 
Tank, 8x5 inches. Two brass nozzles furnished for spraying straight 
ahead or at an angle. Capacity, 2J4 quarts. 

42D902 — We Pay the Postage 'PZ.IU 



Hercules Portable Compressed 
Air Sprayer 

A very high grade sprayer with im- 
proved quick acting lever cam pump 
lock. We believe that no better sprayer 
of this type is made or sold by any- 
one. Spray your fruit trees, vines, 
berries, cotton and vegetables with 
this fine portable sprayer. Just the 
thing to make whitewashing and poi- 
sonous spraying easier. Throws con- 
tinuous misty spray. Heavy gauge 



galvanized steel tank with interlocked 

n m J 1 r> n *vi r I ’ n b to 7 iX f fl oil AC 1 tl 



And Up 

Postpaid 



and riveted seam. Tank is 7J4 inches in diameter and 20 
inches high. Easily carried by shoulder strap sling. 
Total capacity. 334 gallons. Three gallons of liquid can 
be sprayed with two charges of air. Pump cylinder is of 
2-inch seamless brass tubing with all brass valve and 
brass valve spring. Entire pump is easily removed by 
turning quick acting camlock. Has 2-foot brass extension 
pipe ana elbow for spraying under leaves. Furnished 
complete with 2 feet of heavy 34-inch spray hose with 
non-kink guard and automatic shut-off, nozzle and 
strainer. 

42D951V4 — Sprayer as described, with galvanized 
tank and brass extension pipe. AA 

42D953V4 — Same as above, except with brass 

tank. Postpaid $8 .45 

42D944V4 — Straight brass extension pipe, 2 

feet long. Postpaid 36c 

42D932% — Brass extension pipe, 2 feet long, 
with 45-decrree elbow. Postpaid 4Qc 



Hercules, Jr. 

A handy _ portable 
sprayer, similar to 
42D951 54 above, but 
smaller in size. Total 
capacity, 254 gallons. 
Improved cam lever 
locks pump into tank 
quickly and securely. 
Furnished only with a 
galvanized tank. Pump 
cylinder is 2- inch seam- 
less brass tubing, with 
brass valve and brass 
valve spring. Has 2 feet 
of heavy 34 -inch hose 
with non-kink guard, 
automatic shut-off, noz- 
zle and strainer. 

P^f_ 79 *$3.65 



Bamboo 

Poles 

Not Prepaid 

For spraying tall 
trees. Connections 
are made to a 
seamless brass 
tube which extends 
through center of 
pole. Light and 
strong. Shut-off 
cock at lower end; 
brass drip deflect- 
or at top. 54 -inch 
pipe threads. 
Length. 8 feet. 
Shpg. wt., 5 lbs. 
Shipped by express. 
Not Prepaid. 

42DM943V& 

$ 2.75 



Galva- 

nized 

Exten- 

sion 

Tube 

Galvan- 
ized iron, 

8 feet long, 
for spray- 
i n g tall 
trees. 
Threaded 
both ends, 
with one 
coupling. 54 
inch pipe 
thread. 

Postpaid. 

42D 1 4 1 S x /\ 



Portable Compressed/ 
Air Sprayer 

Unexcelled for Spraying Grapevines, 
Berry Bushes, Fruit Trees, Cotton, 
Potatoes, Whitewashing, Etc. 

Gives continuous spray. A few minutes' pump- 
ing charges the tank. Three gallons of fiquid 



can be sprayed with two charges of air. 
capacity, 334 gallons. ~ 



Total 

„ Galvanized iron tank, 754 

inches in diameter by 20 inches high, tested to 60 
pounds pressure. Has 2 feet of 34-inch hose, 2- 
foot brass extension pipe with angle nozzle and Poatoaid 

automatic shut-off cock. Pump cylinder, 2-inch r 

seamless brass tubing. 14 inches long, with rubber valve and 
brass valve spring. Brass extension pipe enables you to direct 
the spray up under the leaves and you can spray small trees or 
high bushes. Spraying calendar and instructions furnished with 
each sprayer. a* 

42D936V4 — We Pay the Postage «P*ftolU 



An efficient direct compression duster, with durable glass reservoir. Powerful air 
blast thoroughly agitates powder, breaking it up into fine dust so that it completely 
envelopes foliage of plants. Suitable for all dusting materials such as used for vege- 
tables, tobacco, cotton, small fruit trees, shrubbery, etc. Deflector on end of tube 
makes it particularly effective for dusting the under side of leaves. Valve is easily 
removed for cleaning. Length over all, including screw-on tube shown separately 
above, 40 inches. Cylinder, 1754 inches long, 134-inch diameter, made of heavy tin 
plate. Capacity, about 3 pounds. 

42D906*4 — We Pay the Postage. . . . 



: of heavy i 

$1.26 



Oil and Chemical Sprayer 



Hercules Hand Sprayer 



A highly efficient general pur- 
pose sprayer for the home and 
garden. Compressed air type 
with glass tank, easily cleaned. 

You can always see just how 
much liquid is in the sprayer. Has brass 
ball check valve and is furnished with 
angular and straight nozzle. Continuous 
spray. Heavy tin pump. Tank is practi- 
cally unbreakable glass, with standard 
Mason fruit jar thread. Capacity. 16 liquid 
ounces, leaving air chamber space. Wire 
brace keeps sprayer from tipping over and 
prevents spilling contents. 

p.a 2 P 9 . , .. , .^- p “*: $1.00 



Very desirable for 
dairy use, as well as an 
insecticide sprayer. Has 
an air and liquid mixer 
which makes it one of 
the most satisfactory machines for spray- 
ing cattle fly oils and most chemicals. 
Galvanized steel tank, 154-gallon capac- 
ity, with large filler plug. Pump cylin- 
der is seamless brass tubing. Automatic 
shut-off with adjustment for regulating 
volume. All parts accessible for cleaning. 
Designed so it can be pumped up by 
standing sprayer upright on floor. 

42D912 , / 4 — Post- 

paid 



$ 3.70 



Handy Lac- 
quer Sprayer 



A very handy and practical sprayer for applying 
lacquer quickly and easily. Brighten up chairs, 
tables, shelves, refrigerator, kitchen cabinet and 
porch furniture, or refinish your automobile. Pump 
cylinder is 1 54-inch in diameter and 14 inches long, 
made of heavy tin. Graduated glass jar container 
with screw top and wire legs to prevent sprayer 
from tipping over. A hand brace on pump cylinder 
makes it easy to hold sprayer in correct position. The brass 
nozzle is adjustable. Brass ball can be cleaned by taking off valve 
cap on top of pump cylinder. Leather diaphragm keeps lacquer 
from spray head. Ample space for compressed air in the top of 
the jar and in the cone-shaped spray head. ^ 

42D91 3— Postpaid 



One-Point 
Verm orel 
Nozzle 

Threaded for 
54 -inch pipe. 
Has coarse and 
fine discs. 

42D964 

Postpaid. .55c 



Used to at- 
tach two noz- 
zles. Fits 54- 
inch pipe. 

42D966 

Postpaid . 30c 



New Hand Pump Duster 



HIGH GRADE 

SPRAY 

HOSE 



Straight 
Misty Spray 
Nozzle 

Has fine and 
coarse spray 
discs. Threaded 
to fit standard 
54 -inch pipe 
connection. 

42D956 

p ost- 

paid .... ^Ol 



High grade Spray Hose for high or medium pressure. Three 
grades, sold in standard lengths of 1254, 25 or 50 ft. lengths 
with couplings for each end of hose, or hose only by the foot. 
Hose without couplings is sold only in multiples of 5 feet. 

Half-inch hose furnished with standard 54 or 34-inch connec- 
tions; 34-inch hose furnished with standard J4-inch brass male 
or female connections. 

Perfection 5-ply Sheeting Smooth Spray Hose. 

Guaranteed for 100 pounds working pressure. 

42D962 , /4— Hose only, without couplings. Postpaid. 

34-inch size, per ft 7c 54 -inch size, per ft 8c 

Couplings extra, attached, per set. Postpaid 28c 

42D961V4 — Hose complete with couplings. Postpaid. 

Length, feet 1254 25 50 

Size. 34-inch, per length $1-05 $1*78 $3*25 

Size, 54-inch, per length 1-20 2*10 3-80 

Hercules Double Braid *4-inch Spray Hose. Good quality non- 
kink hose, guaranteed for 225 pounds pressure. 

42D957 > /4 — Hose only, without couplings. 

Per foot. Postpaid 1 2c 

Couplings extra, attached, per set. Postpaid 28c 

42D952V4 — Hose complete with couplings. Postpaid. 

Length, feet 1254 25 50 

Price per length $1 .77 $3.25 S6-10 

Super Hercules 5- Ply Heavy Duck Spray Hose. 

Guaranteed for 400 pounds working pressure. Specially adapted 
for power sprayers. Size. 54 -inch. 

42D967V4 — Hose only without couplings. 

Per foot. Postpaid 20c 

Couplings extra, attached, per set. Postpaid 28c 

42D968V4 — Hose complete with couplings. Postpaid. 

Length, feet 1254 _25 50 

Price, per length $2-85 S5-40 $10*45 



Angular 



Misty Spray 
Nozzle 

Has fine and 
coarse spray 
discs. Threaded 
to fit standard 
54 -inch pipe 
connection. 

42D958 

Postpaid. .36c 



Bordeaux 

Nozzle 

For spray- 
ing. white- 
washing and 
cold water 
painting. 
Threaded for 
54 -inch pipe. 
42D960 

Postpaid. . 43c 



Cast Brass 
Shut Off 

Threaded for 
54 -inch pipe. 

42D970 
Postpaid. .55c 



for Less Money! 
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On Our Entire Line 

PLUMBING and 

HEATING GOODS! 

When Total Order Amounts to $25.00 or More 




The modern way in buying — the pay as you use way — a 
small amount down, a few dollars a month. That’s the 
sensible way to equip your home — now! No need to delay 
your enjoyment of these practical necessities. Take ad- 
vantage of our Easy Terms and equip your home now 
with modern plumbing fixtures or heating equipment. 

Economical prices characterize every high grade item 
in this catalog. You get quality that is invariably more 
expensive elsewhere — flawless, dependable quality that we 
back to the limit — and our Easy Payment Plan tremen- 
dously increases the ease of buy- 
ing. Just pick out what you want 
from our complete line of bath- 
room fixtures, kitchen sinks, 
laundry tubs, water heaters, 
range boilers, heating plants, 
water supply systems, etc. Every 
bit of Plumbing and Heating 
Equipment you may need can 
be included in a single Easy 
Payment Purchase, provided 
your order for such equipment 
amounts to $25.00 or more. 

The table at the right shows you 
how this liberal plan works. 

The above facts are obviously 
important to you, but our con- 
stant endeavor to bring our cus- 
tomers a supremely easy buying 
method has a far reaching signi- 
ficance not wholly apparent on the 
face of it. By our plan you can 
dispense with self denial. You can 
have a completely modern home 
and pay for it conveniently month 
by month, in small amounts out 



of your earnings! For less than $200.00 you can have 
the fixtures for a complete, sanitary plumbing in- 
stallation — water supply system, bathroom outfit, kitch- 
en sink, water heater, range boiler and septic tank. And 
low monthly payments make it easily possible for you. 
Where else can you duplicate or even approach this great 
saving? Since you benefit doubly, you owe it to yourself, 
and to the home that means so much to you, to inspect 
the first quality merchandise listed in this catalog. 

Invest in these fixtures which pay big dividends in 
better health, more comfort, 
higher real estate values. A new 
bathroom installation will in- 
crease the value of your home 
several hundred dollars, and a 
modern heating plant will also give 
added value. Your health will be 
better with modern sanitary 
plumbing, your home more com- 
fortable with running water 
throughout. 

Free Estimates 

Let our Free Engineering Serv- 
ice plan a complete plumbing or 
heating installation for you. We 
are always at your service. Send us 
your plans or rough sketches. We 
furnish you with accurate cost 
estimates, complete plans and 
layouts of fixtures, including all 
pipe, fittings, etc. We also furnish 
illustrated instruction books 
showing each stage of the install- 
ation in detail, thereby making it 
easy for you to do this work your- 
self and save even more money. 



You Can Buy $25.00 Worth of Plumbing Sup- 
plies and Heating Equipment or More on 
the Following Easy Payment Plan: 



If Cash Price of 
Your Order 
Amounts to 


Add to Cash 
Price for Easy 
Payment 
Terms 


First 
Payment 
With Order 


Monthly 

Payments 


$ 25.00 to $ 30.00 


$ 3.00 


$ 5.00 


$ 5.00 


30.01 to 


35.00 


3.50 


5.00 


5.00 


35.01 to 


40.00 


4.00 


5.00 


5.00 


40.01 to 


45.00 


4.50 


5.00 


5.00 


45.01 to 


50.00 


5.00 


5.00 


5.00 


50.01 to 


60.00 


5.50 


6.00 


6.00 


60.01 to 


70.00 


6.50 


7.00 


7.00 


70.01 to 


80.00 


7.50 


8.00 


8.00 


80.01 to 


90.00 


8.50 


9.00 


9.00 


90.01 to 


100.00 


9.50 


10.00 


10.00 


100.01 to 


125.00 


11.00 


12.00 


10.00 


125.01 to 


150.00 


13.00 


16.00 


11.00 


150.01 to 


175.00 


15.00 


20.00 


12.00 


175.01 to 


200.00 


17.50 


26.00 


13.00 


200.01 to 


225.00 


20.00 


30.00 


14.00 


225.01 to 


250.00 


22.50 


34.00 


15.00 


250.01 to 


275.00 


25.00 


38.00 


16.00 


275.01 to 


300.00 


27.00 


42.00 


17.00 



Use Time Payment Order Blank Enclosed 

To take advantage of our Easy Payment Terms it is necessary 
that you hold title to property in which equipment is to be 
installed. Writ* for term s offer on purchaees over $ 300.00 . 




We Save You Money 



It is the purpose and guarantee of Sears, Roebuck and 
Co., to save you money on every purchase. This catalog 
gives ample evidence of our leadership. Savings are 
greater than ever before. On item after item you will 
learn that our tremendous buying power has been ex- 
ercised to insure you greater savings. By comparing 
value for value and dollar for dollar, you will find that 



our prices are much lower than those charged by other 
concerns. 

Now, while prices are low, is the time to modernize 
your home — to install up to date bathroom and kitchen 
fixtures, a new heating plant or a water supply system. 
And our Easy Payment Plan enables you to do this with 
only a small cash outlay, paying the balance out of cur- 
rent income. 
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Prices Less Than Wholesale 




Our Seal 
f Triple A/ 
Quality 




Complete 
Plumbing Exhibits 
in These Cities 



Write today for our 
Plumbing Instruction 
Book PD7777MP. 
Sent free postpaid on 
request. 



Atlanta. Ga. 
Augusta, Ga. 
Boston, Mass. 
Buffalo, N. Y. 
Cambridge, Mass. 
Camden, N. J. 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio. 
Cleveland, Ohio. 
Dallas, Texas. 
Denver, Colo. 

Des Moines, Iowa. 
Detroit, Mich. 



Duluth, Minn. 
Evansville, Ind. 
Flint. Mich. 

Ft. Wayne, Ind. 
Gary, Ind. 

Grand Rapids, Mich. 
Hollywood, Calif. 
Houston, Texas. 
Indianapolis, Ind. 
Jacksonville, Fla. 
Kansas City, Mo. 
Lincoln, Nebr. 

Long Beach, Calif 
Los Angeles, Calif, 
ville. Ky. 



Memphis, Tenn. 

Miami, Fla. 
Minneapolis, Minn. 
Nashville, Tenn. 
Newark, N. J. 

New York, N. Y. 
Oklahoma City, Okla. 
Omaha, Nebr. 
Philadelphia. Pa. 
Pittsburgh, Pa. 

Pontiac, Mich. 
Portland, Ore. 
Richmond, Va. 
Rochester, N. Y. 

Salt Lake City, Utah. - 



San Antonio, Texas. 
San Diego, Calif. 

San Francisco, Calif. 
Scranton, Pa. 
Seattle, Wash. 

St. Joseph, Mo. 

St. Louis. Mo. 
South Bend. Ind. 
Syracuse, N. Y. 
Tacoma, Wash. 
Toledo, Ohio. 
Topeka, Kan. 
Washington, D. C. 
Wichita, Kan. 
Wilkes-Barre, Pa. 






tub°mJd S s. m ° lten iron into bath. 



You will find this seal 
on every piece of plumb- 
ing enamelware that 
you purchase from 
Sears, Roebuck and Co. 

It is the stamp of qual- . . , . , 

ity This seal is our own registered trade mark, backed 
by the World's Largest Store, to certify that the fixture 
bearing it fully measures up to the high standard we 
have set for this merchandise. 

Quality Products at Lowest Prices 

Our Genuine Triple “A-A-A” porcelain enamel- 
ware is made under our own supervision. A rigid 
system of inspection is maintained, and nothing but 
strictly first quality fixtures can bear our Triple 
“A-A-A” seal. This Triple “A-A-A” seal signifies 
high quality castings, high quality enamel and high 
quality workmanship, covering all three factors 
which mean quality fixtures. For their beautiful 
snow w’hite appearance and long wearing qualities 
our plumbing fixtures invite comparison with any 
fixtures on the market today. 

Come and See Us 

We have established plumbing display rooms 
at a large number of our branch stores, where 
you can see our fixtures on display. We will be 
glad to have you call and see us. Our salesmen 
will help you select the proper fixtures for your 
home, and you can see for yourself the high 
quality of our material. 




Heating bathtub castings to 
proper degree before applying 
enamel. 




Applying snow white enamel 
to bathub. 



We Furnish 
Free Estimates 

Send Us Your 
Plans 

No Obligation 



Your Assurance of Dependable Quality 



You Get More for Your Money 
When You Buy Triple A-A-A Quality 



1 — No flaws. 

2 — No blisters. 

3 — No scratches. 

4 — One-piece construc- 

tion. No joints. 

5 — Smooth corners. 

6 — No sharp edges. 

7 — Easy to install. 



8 — Standard sizes. 

9 — Ultra modern designs. 

10 — Standard thicknesses. 

11 — Standard weights. 

12 — Long wearing quality. 

13 — Snow white glossy finish. 

14 — Easy to keep clean. 

15 — Highest quality castings. 



In 1902 we received, filled and shipped our 
first order for Plumbing Goods. The mer- 
chandise sent to customers lived up to the 
letter of our guarantee. It built good will 
for us, made new customers year after year. 

From this modest beginning our Plumbing 
Goods Department has grown until today we 
sell more plumbing material by a large mar- 
gin than any other concern in this country, 
selling direct to the consumer. We attribute 
this marvelous growth and development to 
just three things: The superior quality of the 
merchandise we have sold; the millions of 
dollars we have saved our customers, and 
prompt service. 

From this vast experience — more than 
twenty-five years — has come a better under- 
standing of your needs in this line of mer- 
chandise. This, together with the cpnstant de- 
sire to always improve the quality, always 
lower the price, as well as to improve our 
service, we believe have been the contributing 
factors in building the plumbing goods departmenc 
of the World’s Largest Store to its present posi- 
tion of leadership. 

We have never yet been tempted to cut the 
quality. We have always believed that high qual- 
ity merchandise was the very foundation stone of 
our business. Our experience has shown that we 
were right, and we take this opportunity to say 
that we shall continue to adhere to the policy of 
giving you the best quality values to be obtained in 
America and always at the lowest possible prices. 

There are many steps in the making of Triple 
A-A-A enameled ware. Raw materials are im- 
portant, and dependable workmanship is equally 
important. The proper mixing and blending of 



materials, the application of the porcelain enamel 
to the castings, depend upon good workmanship — the 
kind that is responsible for the beautiful smooth finish 
on all Triple A-A-A enameled ware. 

Special processes used in the preparation of the 
iron surfaces for the enamel coating represent the 
result of many years’ practical experience, research 
and development. In addition to the grinding and 
machining, each casting is specially treated in a 
pickling solution which completely dissolves and re- 
moves every foreign particle on the iron surface. 
When the enamel is then applied, the union of enamel 
and iron is so great that they are practically fused 
together, insuring the greatest possible durability. 

The fittings furnished with our bathtubs, lavatories. 



cioset outfits and sinks will give long wear 
because they are made of solid brass. All 
exposed fittings, faucets, traps, etc., are heav- 
ily nickel plated and polished. Furthermore, 
our fittings are standard size and have stand- 
ard cut threads. 

We have developed our line of plumbing 
fixtures to such a degree of perfection in 
quality and workmanship that we are proud 
to give them our Triple A-A-A guarantee seal. 
This mark of distinction assures you: 

1 — That we guarantee the quality of 

castings. 

2 — That we guarantee the quality of 

enamel. 

3 — That we guarantee the quality of 

workmanship. 

And this seal always appears on every por- 
celain enameled plumbing fixture you buy 
from the World’s Largest Store. 

The services of a skilled plumber are not re- 
quired to install our plumbing material. All con- 
nections are made with ordinary iron pipe, which 
fits together with regular screw threads. There 
is no difficult lead work or wiping of joints. Any- 
one who is handy with a few' tools can easily in- 
stall any of our outfits or single fixtures. We will 
gladly mail you free on request our complete 
Plumbing Instruction Book PD7777MP, which 
fully illustrates and explains the installation of 
bathroom outfits, sinks, laundry tubs, etc. This 
will show you clearly how to install the fixtures, as 
w'ell as the supply and waste pipes, in the latest 
approved manner. You can do the work yourself 
and make a still greater saving. 
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EASY PAYMENTS 

IF DESIRED 

Tree Estimates 

Send Us Your Plans 

NO Obligation 



Quality 

VALUE 

Service 

Guaranteed j 
* 



San Francisco, Calif. 
Seattle, Wash. 
Scranton, Pa. 

South Bend, Ind. 
Syracuse, N. Y. 
Tacoma, Wash. 
Toledo, Ohio. 
Topeka, Kans. 
Washington, D. C. 
Wichita, Kans. 
Wilkes Barre, Pa. 



Sears, Roebuck and Co's 

PLUMBING 

and 

HEATING 
EXHIBITS 

In Jill These Cities 



Atlanta, Ga. 
Augusta, Ga. 
Boston, Mass. 
Buffalo, N. Y. 
Cambridge, Mass. 
Camden, N. J. 
Charlotte, N. C. 
Chicago, III. 
Cincinnati, Ohio. 
Cleveland, Ohio. 
Dallas, Texas. 
Denver, Colo. 

Des Moines, Iowa. 
Detroit, Mich. 
Duluth, Minn. 
Evansville, Ind. 
Flint, Mich. 

Ft. Wayne, Ind. 



Gary, Ind. 

Grand Rapids, Mich. 
Hollywood, Calif. 
Houston, Texas. 
Indianapolis, Ind. 
Jacksonville, Fla. 
Kansas City, Mo. 
Lincoln, Neb. 

Long Beach, Calif. 
Los Angeles, Calif. 
Louisville, Ky. 
Memphis, Tenn. 
Miama, Fla. 
Minneapolis, Minn. 
Nashville, Tenn. 
Newark, N. J. 

New York, N. Y. 
Oklahoma City, Okla. 



Omaha, Neb. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Pontiac, Mich. 
Portland, Ore. 
Richmond, Va. 
Rochester, N. Y. 

St. Louis, Mo. 

St. Joseph, Mo. 

Salt Lake City, Utah. 
San Antonio, Texas. 
San Diego, Calif. 
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EASY PAYMENTS 

IF DESIRED 

Tree Estimates 
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ASSOCIATION 

FOR 

PRESERVATION 

TECHNOLOGY, 

INTERNATIONAL 

www.apti.org 



BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 



https://archive.org/details/buildingtechnologyheritagelibrary 



From the collection of: 






Mike Jackson, FAIA 



Sears, Roebuck and Co’s 

PLUMBING 

and 

HEATING 
EXHIBITS 

In JUl These Cities 



Atlanta, Ga. 
Augusta, Ga. 
Boston, Mass. 
Buffalo, N. Y. 
Cambridge, Mass. 
Camden, N. J. 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio. 
Cleveland, Ohio. 
Dallas, Texas. 
Denver, Colo. 

Des Moines, Iowa. 
Detroit, Mich. 
Duluth, Minn. 
Evansville, Ind. 
Flint, Mich. 

Ft. Wayne, Ind. 



Gary, Ind. 

Grand Rapids, Mich. 
Hollywood, Calif. 
Houston, Texas. 
Indianapolis, Ind. 
Jacksonville, Fla. 
Kansas City, Mo. 
Lincoln, Neb. 

Long Beach, Calif. 
Los Angeles, Calif. 
Louisville, Ky. 
Memphis, Tenn. 
Miama, Fla. 
Minneapolis, Minn. 
Nashville, Tenn. 
Newark, N. J. 

New York, N. Y. 
Oklahoma City, Okla, 



Omaha, Neb. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Pontiac, Mich. 
Portland, Ore. 
Richmond, Va. 
Rochester, N. Y. 

St. Louis, Mo. 

St. Joseph, Mo. 

Salt Lake City, Utah. 
San Antonio, Texas. 
San Diego, Calif. 



San Francisco, Calif. 
Seattle, Wash. 
Scranton, Pa. 

South Bend, Ind. 
Syracuse, N. Y. 
Tacoma, Wash. 
Toledo, Ohio. 
Topeka, Kans. 
Washington, D. C. 
Wichita, Kans. 
Wilkes Baite, Pa. 





